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Vou. XII.—No. 289. 


SECONDARY GENERATORS. 


WHEN we described the apparatus devised by Messrs. 
Gaulard & Gibbs, a few weeks since, we invited our corre- 
spondents’ opinions on the feasibility of these “secondary 
generators.” We publish in the correspondence columns of 
vur present number a letter from Mr. Rankin Kennedy, 
which will be read with interest, and we should be highly 
pleased if this investigator carried his experiments still 
further, with a view of finding even approximately the per- 
centage of loss which takes place when the primary current 
is made to do work in a secondary circuit instead of being 
applied direct. It may be that there are circumstances 
under which the use of such apparatus will be found 
desirable, but we do not know of any really practical advan- 
tage that these “secondary generators” offer, if we leave 
out of the question the regulation of the lamps by the 
movement of the adjustable iron core. It may be thought 
by some that the use of such supplementary instruments 


might be advantageous to a candle system, say such as the 


Jablochkoff, where the multiplicity of leading wires in each 
circuit forms a formidable item in the cost of an installa- 
tion. On the other hand, it would be most interesting to 
know whether the cost of these “secondary generators,” 
including the wire for winding them, would be more or less 
for doing a given amount of work than the leading wires 
referred to, over and above the usual lead and return which 
is requisite in any system. We cannot believe that men 
like Paul Jablochkoff, Professors Houston and Thomson, 
and Sir Chas. Bright—men who are electricians and not 
visionary enthusiasts—would have allowed this subject to 
dwindle away to mere nothingness had there been a chance 
of bringing the matter to a successful issue. It must be 
admitted that the introduction of any supplementary 
apparatus of the character we are speaking of, and in the 
manner proposed for their operation, will necessarily increase 
the chances of a breakdown in the circuit, and as we have 
before pointed out the personal danger of working with 
alternating currents is not by any means avoided by the 
employment of these induction coils, but rather increased. 
Still, the merits or demerits of “secondary generators” is a 
matter of great interest, not only to electricians, but to those 
commercially interested in the future of electric lighting, 
and the experiments of Mr. Kennedy will doubtless have the 
effect of inducing others to follow up the subject. That, 
Mr. Kennedy’s apparatus is an “induction coil pure and 
simple,” Messrs. Gaulard & Gibbs will scarcely deny, nor 
can they deny, that the action of their particular construc- 
tion of coil is identical with that of his. 


London Electric Wire Company.—This company bss 
removed from Wenlock Buildings, Ironmonger Roe, to 
Anchor Works, Playhouse Yard, Golden Lane, E. C. ; 


THE ELECTRICAL TRANSMISSION OF POWER, 


M. Cornnu’s REPLY To M. CABANELLAS' NOTE, ENTITLED, 
“A FUNDAMENTAL POINT or THEORY.” * 


For the sake of brevity I will come at once to this funda- 
mental point. M. Cabanellas finds fault with the report for 
having “calculated the electromotive forces from the formule 
e | E=U + RI, 
in which 7, x, are the measured static resistances, the ring 
being motionless, which is at + rate begging the question 
(?); but besides,” continues M. Cabanellas, “our former 
researches have proved that if we wish to render these for- 
mulæ applicable to machines in motion, we must give to v, R, 
their respective. dynamic values, corresponding to the actual 
rates of motion.” I maintain that we must not substitute 
for r, R, the values which M. Cabanellas calls dynamic, for 
the result of the substitution of these resistances, which are, 
as he himself acknowledges, equivalent to the addition of a 
“ counter-electromotive force, would be to suppress one of 
the electromotive forces, the algebraical sum of which ac- 
cording to definition (and this definition appears to be 
— Ÿ adopted) constitutes the electromotive force, k, or 
e, of the — employed. 

J will show this in a few words. 

Let us consider a single wire conductor having a resistance, 
r, and an electromotive force, e; we know that the expres- 
sion of the difference of potential, a, at the two extremities 
of this conductor is : 

a=TI + ¢. 
I being the intensity of the current, we may evidently state 
that a = pl, representing by p the resistance of an ideal 
conductor, which when traversed by a current of the same 
intensity, 1, would present the same difference of potential 
a, at its extremities. 

The quantity that M. Cabanellas designates by the name 
of dynamic resistance, when he considers the Gramme ring 
in motion, protected against all external inductive action but 
traversed by a current with evan ge A I, seems to be exactly 
this quantity, p When we adopt this definition we must 
not forget that the electromotive force, e, is contained in 
the statement of this dynamic resistance, for, working it, 
out, we get 


In the case of the Gramme ring, the dynamic resistance 
being, according to M. Cabanellas, always greater than the 
static resistance, the term 


1 
is always positive, whatever may be the direction of rotation 
of the ring and the sign of I; e is therefore a counter- 
electromotive force. If we generate in this conductor, by 
means of an external inductive action, other electromotive 
forces, the sum of which should be €, the difference of 
potential at the extremities of the conductor will be 

As we can find « and 1 directly by observation, we get the 

two equations :— 
e+e =u—ri 2 — pl. 

The first equation gives the algebraic sum of all the 
electromotive forces developed in the conductor; the 
second, in which enters the resistance called dynamic p, only 
gives the part, e’, corresponding to the external induction. 

Let us apply these results to the ring of a dynamo, or 
magneto-electric machine, which, with two equidistant 
brushes, brings us back to the case of a single wire con- 
ductor. This ring is the seat of the two kinds of electro- 
motive forces, e and “, which we have just defined. The 
electromotive force, e, of the ring is, by definition, the 


algebraic sum of all those developed in it. 
e. 

We get, therefore : — 
e=u—ri. 


This is one of the formule employed in the above-mentioned 
report. The addition of the inductors in the case of a 
dynamo-electric machine would not alter the signification of 
any of its terms. © | 


. * See last week’s ELEOTRICAL REVIEW. 
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M. Cabanellas, when he proposes to substitute p for 7, 
asks us to write the equation incorrectly e == M — pl, for the 
true equation given above is: = «u — pl. The expression 
uw — pI does not therefore signify what is generally known 
as the electromotive force of the machine, :.e., that which, 
multiplied by 1, represents theoretically the energy trans- 
formed, viz., 

| 
The expression u — pI only represents ¢’, i. e., the electro- 
motive force developed in the ring by external induction; 
it omits, therefore, the sum € of the electromotive forces 
developed in the ring under the reciprocal action of its ele- 
ments. 

Consequently it expresses inaccurately the energy trans- 
formed, viz., «I instead of (e + ¢)1. We could in the 
same manner arrive at the demonstration of the second 
formula: E= U + RI, which only differs from the first by 
the sign of E and U. | 

It is easy to see that this suppression of one of the electro- 
motive forces acts in a contrary manner when the machine 
works as a generator to what it does when the machine 
constitutes a receiver, and in the direction which would 
re-establish the equality of the transformations from 
mechanical to electrical energy (an equality apparently 
troubled in practice by secondary actions); in reality it 
increases E, the electromotive force of the generator, by sup- 

ing the opposing electromotive force of the ring, and 
y the same method it diminishes e, the electromotive 
force of the receiver, which is naturally an opposing electro- 
motive force; it was probably this result that misled 
M. Cabanellas, by showing him a method of “‘ completing 
the deficit that these machines present. Unfortunately 
this method is an illusion and opposed to the first principles 
of the conservation of the energy, which the writer claims 
to verify most indisputably. 

In conclusion, therefore, we may say that the correction 

ne by M. Cabanellas rests upon the confusion caused 

is definition of the dynamic resistance; it is therefore 
useless to follow out the deductions made from it. 

The calculations in the report are, on the contrary, per- 
fectly correct from a theoretical point of view.—Comptes 


M. MORIN’S SOLENOID CANDLE. 


In this new apparatus, which we reproduce from La Lumière 
Electrique, M. Morin has replaced the electro-magnet, such 
aa is used by Wilde and others, by a solenoid, whose action 


is certainly less powerful, but which works with a much 
shorter distance ; so that, instead of the violent and instan- 
taneous action of the electro-magnet, we have a progressive 


motion which prevents the metallic vibration produced in 
the first case, and of which the noise was often much greater 
than that of the arc itself. 

Figs. 1 and 8 represent the apparatus for a single candle. 
It will be seen that the solenoid, s, is flattened, and has 
almost the form of a galvanometer coil, only instead of 
being rectangular the internal cavity of the coil is circular ; 
and in this cavity is placed a plate of soft iron, A, movable 
around a horizontal axis. 

In repose the plate, A, is slightly inclined in relation to 
the wire of the solenoid ; but when the current passes it 
tends to place it at right angles with it by turning it upon 
its axis. 

This rotation has been utilised for separating the carbons. 
For this purpose an eccentric fixed rigidly upon the axis 
of the plate, A, serves as a cam which moves the movable 
carbon, c, producing the arc as long as the current 
But when it ceases, a counter-spring restores the iron plate, 
A, to its original position, and the carbons become again in 
contact, being thus prepared for relighting. 

By slightly increasing the dimensions of the apparatus ; 
the solenoid can be made much more powerful, and four 
burners may be placed upon the same apparatus, which 


allows a prolonged illumination without the necessity of 
renewing the carbons, 


Fic. 2. 


In this apparatus, which is shown in figs. 2 and 4, the 
solenoid, 8, is placed horizontally, and the axis of the iron 
plate, A, is vertical, and carries at the upper end a disc 
having four projections which act upon four carbon-holders 
in the same way as the cam in the single candle apparatus ; 
these projections are arranged so as to act successively. 

In this arrangement the light is produced as before. 
When the current passes, the iron of the solenoid, which was 
maintained in a certain pe by a spring, moves in a 
direction transversal to that of the wire, until one pu 
tion has reached the carbon-holder of the first candle and 
produces the arc. On the current ceasing, the iron plate 
returns to its first position by an opposing spring, and the 
carbons come again in contact. 

In order to obtain the successive and automatic lighting 
of the various candles, the fixed carbons are supported by a 
piece of zinc wire, Z, which burns as soon as the arc reaches 


it, and the fixed carbon being no longer supported falls out; 


and the arc is thus broken without altering the apparatus. 
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But as the circuit is still closed by the other candles which 


are in contact, the iron plate, a, turns until the second pro- 
jection causes the lighting of the second candle ; and so on. 

The change from one candle to another is very rapid and 
is scarcely perceptible. 

In studying this new lamp, M. Morin observed some 
phenomena resulting from the action of the solenoid upon 
the voltaic arc. Thus, in a lamp in which the four candles 
were placed symmetrically around the axis of the plate, A, 
the two of them placed diametrically opposite and situated 
over the free space comprised between the two halves of the 


Fias. 3 AND 4. 


solenoid were not affected ; in the third, situated over the 
middle of one half of the solenoid, the arc was slightly 
repelled towards the extremity of the carbons as in the 
apparatus of M. Jamin ; lastly, in the fourth, the arc was 
violently attracted towards the base, that is to say, upon the 
supports which would have been destroyed in a few 
moments. | 

These differences of action, which are not surprising, con- 
sidering the direction of the current in the arc and in the 
nearest portion of the solenoid, constituted a very grave 
defect, which M. Morin has overcome by 3 the solenoid 
as far off as possible and interposing a plate of iron, which, 
according to M. Morin, is a proof of the reality of magnetic 
screens. 

In order to measure the work absorbed by these candles, 
M. Morin made use of a dynamometrical pulley, giving 
continuous indications, which he has constructed upon the 
principle of his dynamometer. He found thus, that :— 


3 candles absorbed ... = 3°30 H. P 
4 ” ” ese eee eee 4°16 ” 
5 LE 9? eee eee eee 5°40 57 


for an illuminating power of about 40 carcels. 
He hopes, however, to increase this result by modifications 
which he has just made in the Alliance machine. 


SECONDARY BATTERIES AND THE ELEC: 
TRICAL STORAGE OF POWER. 


Pror. LODGE delivered his second lecture on this subject 
at the Society of Arts on Monday evening of last week, when 
Mr. W. Preece presided. 

Prof, Lodge said there were one or two further experi- 
ments with the little battery before him (with which he had 
experimented on the occasion of his previous lecture) with 
which he should begin, because they really threw a good deal 
of light on the action of the secondary battery. He wanted to 
show the extreme value of peroxide of lead on the positive 
lead plate. For instance, let them take a piece of clean 
platinum and put it into the cell instead of the negative lead 

late ; they had platinum on the one side, and peroxide of 
lead on the other, both highly electro-negative substances 
(experimenting). That amount of current was given by 
platinum opposed to the peroxide of lead, the platinum 
acted as zinc compared with peroxide of lead. Putting in a 
piece of clean copper as the negative plate they got a current 
which lasted longer and which was able to ring a bell. The 
copper plate in fact gave very considerable power and lasted 
fairly well. The copper was dissolved, and formed sulphate 
of copper. The action of the battery was over when either 
the copper was dissolved or when the sulphuric acid was 
consumed and turned into sulphate of copper. Instead of 
copper he would now take a piece of lead which they would 
imagine to be still better than copper. He put the lead in 
the acid; he tried it with the current and the current was 


immediately over. The plate seemed done for, and why ? 
Because the clean lead plate had got into such astate that it 
would give a current neither with peroxide nor with hydro- 
gen, neither with zinc nor with platinum ; it was, in fact, 
almost as if it were a piece of wood, it was coated with an 
insulating film. If he put in a piece of spongy lead the 
current would go on for a long time, so that by giving the 
Jead a large surface, by making it spongy as might be done 
mechanically, chemically, or electrically, they got the nega- 
tive surface so large that no scum formed on it for a long 
time. It was owing to the smooth and limited surface of 


the clean lead that the scum formed almost instantly. It 


was of course, however, a question of degree. Another 
point he wished to call their attention to was the great 
— A which the inactivity of lead after the first instant 
confe as a support for the peroxide. If he took a piece 
of clean lead and op it to the peroxide plate, it refused 
to give a current r the first instant. The insolubility 
of sulphate of lead, which to some extent was a trouble, 
was, however, to some extent a gain. The plates of which 
a battery was made might be spongy, or might be perforated, 
or might be folded. After describing how these leads were 
made the lecturer went on to consider the subject of meters. 
The means of measuring the current, he said, was nothing 
else than measurements made in either putting into the 
cell or taking out of the cell—in charging or discharging. 
There were meters for the measurement of current, of electro- 
motive force, of quantity, of power, and of energy. The 
two first he would take as fundamental. Then quantity 
was current multiplied by time, current multiplied by electro- 
motive force was power, and energy was quantity multiplied by 
electromotive force or power multiplied by time. He would 
not say anything about current measurers. Any low resistance 
galvanometer would act as a meter for current, and any high 
resistance galvanometer would act as a measurer of electro- 
motive force. To measure the current of electricity the 
most direct and simplest way, in some respects, was by some 
such arrangement as this (showing model). He had found 
the instrument, of which that was a model, exceedingly 
valuable. It consisted of a balance suspending a copper 
cylinder in a vessel of copper lined by a much larger 
copper cylinder. He should totally immerse it in the liquid, 
but no more, and now he would put the current on, so that 
the outer plate was positive and the inner negative. The 
inner plate would receive a deposit of copper, and as it did 
it would get heavier and the balance would sink, and they 
should find the plate at the bottom of the cell before very 
long. Hence it enabled them to say how much was in the 
cell, because whatever had gone in had deposited copper, and 
whatever had come out had removed copper. Of measurers 
of energy or quantity multiplied by electromotive force or 
power there were several. Mr. Boys, he believed, had 
several, but not in a state of perfection. Ayrton and Perry 
had also their recently constructed power meter, which was 
very simple, and might very likely give very good results. 
Having previously discu the charging and discharging 
of the cells, they had now to consider how to use the dis- 
charge. The first and most obvious use was lighting. The 
advantages of secondary battery purposes for lighting were 
found when the lighting was in a travelling conveyance—in 
a train or a ship, though in a big ship, with so much engine- 
power on board, they might run from the dynamo direct. 
But supposing they wanted to light a cab, they might carry 
a box with them sufficient to keep a small lamp lit. And 
the use of the battery for stationary installations was when 
they wanted a greater power than their engine would give. 
That especially applied to cases where they used steam- 
engines. It did not pay them to let an engine lie idle all 
day and have it working at night only; it was better to 
have it running regularly. And when they wanted to use 
the light, having stored it up in secondary batteries, they 
could run it off at a high rate of speed and thus increase the 

wer of the steam-engine, compressing its total energy 
into smaller compass, and at the same time they gained in 
security, because the batteries once charged were not quite 
so liable to break down as a belt was to slip. A third 
advantage of the secondary battery was the steadiness with 
it produced the light. (The lecturer here showed this by the 
lighting of several Swan lamps and also a Pilsen arc lamp in 
the hall.) There was nothing new in the lamps, but they shone 
with absolute steadiness, there being not a sign of fluctu- 
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ation about them. That resulted from lighting from the 
battery direct. phe 4 might put out any of the lamps with- 
out interfering with the others, and that was not so 
easily done with dynamos. One great use of storage 
batteries, which was pointed out by Sir William Thomson 
at the British Association meeting at York, was to have 
them act as receivers in the transmission of energy. The 
theory of the economical transmission of energy was worked 
out practically by Dr. Siemens a few years ago. He 
pointed out that for economy they must have as high 
electromotive force as possible. A set of batteries 
as a receiver was far more economical than a set of 
dynamos. An economical force from a dynamo could only 
be obtained by running it at an enormous speed. There was 
a certain limit, however, to that speed, and if they wanted 
an excessive electromotive force they must have a fair in- 
ternal resistance. The more suitable machines were those 
which gave a high electromotive force. Then they came to 
the driving of motors by the secondary battery. It would 
be found an advantage when the secondary battery received 
the power from a distant station. A motor was the same as 
a dynamo, except that the field-magnet in a dynamo was 
much smaller and more compact. There was no limit to the 
size of the field-magnet, but there was to its weight. The 
reason why the Edison machine was such a good machine 
was because the magnet was so gigantic. If they considered 
the action of a magnet when it was excited, they would per- 
ceive that all that the current was doing was to generate 
heat. There was a remarkable analogy between the produc- 
tion of magnetism in iron and the muscular exertion of an 
animal. To raise the magnet to its highest power required 
work, and to keep it there required work: It would bea 


great advantage if the iron would keep the magnetism. 


Profs. Ayrton and Perry had lent him a motor* (exhibiting 
motor), and the peculiarity of that instrument was that the 
field-magnets revolve instead of the armature (experi- 
menting). Motors were by no means perfect at present ; 
there would be an immense development in them yet. 
Coming now to locomotion. If they were to have a railway 
driven by such means the simplest plan would be to attach a 
motor to each wheel of the carriages, they would then be 
independent of an engine. In that case he thought it 
would be more convenient to have a carriage run from a 
station every minute than a train every five minutes. He 
did not say the running of a carriage every minute would 
suit the Underground Railway, considering there were so 
many trains there already ; but there would be an enormous 
advantage in their having the trains run there by means of 
electricity, and it seemed to him absurd to put coal-burning 
locomotives on the underground railways when this system 
could be readily adopted. The dynamo, again, was so ex- 
ceedingly well suited to a small screw boat that he could not 
help thinking that there was a great future for the dynamo 
in marine propulsion. The weight of the dynamos for big 
ships would be too heavy ; but he doubted not but that 
some means would yet be found to make them lighter. Fora 
central station, however, the weight of the battery boxes was 
of no consequence. The practical development of electrical 
appliances in the near future he felt would probably be 
something extraordinary, and he only hoped they would 
have as great a social influence as they would have a 
mechanical. He also trusted that the result would be the 
abolition of smoke and the purification of the air. A 
greater benefit to society than that he for one was unable to 
imagine. 

On the motion of the chairman, a hearty vote of thanks 
was awarded to Prof. Lodge for his lectures. 


See our ‘‘ Correspondence ’’ Columns. 


The Board of Trade and Professor Tyndall.— 
There was issued, on Friday of last week, a Parliamentary 
paper, obtained upon the motion of Mr. Gibson, giving the 
correspondence on the proposed investigation of the respec- 
tive merits of gas, oil, and electricity as lighthouse illumin- 
ants, including the letters which passed between the Board 
of Trade and Professor Tyndall regarding the circum- 
stances attending the latter’s resignation of his position as 
Inspector of Irish Lighting Apparatus. 


INVENTORS AND INVENTION. 
(A CoMMUNICATION.) 


THAT “there is nothing new under the sun” is an adage 
which, accepted with due qualifications, is as true as it is 
trite. All inventions, even the most grand and startling 
discoveries which have created quite a revolution in the 
scientific world, have been arrived at by a gradatory process 
—by a series of progressive steps from the crude conception 
of the original idea to its complete and practical develop- 
ment. It is only necessary to instance in support of our 
statement such familiar examples as the steam-engine, the 
telephone, and the electric light ; not one of which truly 
wonderful inventions started into useful life and vigour at 
once, but all were gradually matured from the embryonic 
suggestion to the full-grown and ge being. 
This fact should teach us to be thankful for small mercies, 
and not to despise or disparage the weakest suggestion 
because it is such a slight advance on the knowledge which 
has preceded it. Every invention and discovery is but a 
step—and frequently a very short step—in the march of 
improvement, whether the inventor himself realises this 
truth or not. Inventors, we know, for the most part, have 
a tendency to magnify the importance of their discoveries, 
and appropriate to themselves a larger share of the credit of 
novelty than is their rightful due, and it requires the whole- 
some correcting influence and cool impartial judgment of a 
practised independent mind to reduce the invention to its 
true proportions, and assign to it its proper place in the 
scale of improvement. It does not, however, follow that 
because a person has been to a great extent anticipated in 
his ideas that he is any the less a genuine inventor. His 
mind has been the subject of thai train of reasoning which 
results in the evolution of an invention, and it is no dis- 
paragement to him that another person has trodden pre- 
cisely the same ground before him, although this fact does 
of course detract from the value of his labours. 

The concurrence or coincidence of invention in different 
individuals is a matter of every day occurrence, and it has 
frequently called forth expressions of surprise that two men 
who could not have been in connection or collusion should 
have found their way into the same track ; but when we 
reflect that the human mind is similarly constituted in all 
men and that there are only a limited number of ways of 
effecting an object, it is not an occasion for astonishment 
that persons of equal knowledge and attainments who have 
been working in the same direction should sometimes or 
often arrive at the same result. 

A question which is sometimes raised—perhaps more 
curious than useful—is whether invention is a natural gift 
or purely the result of well-directed study and experiment. 
One inclines to the opinion that inventions as a rule are 
the product of men of what is termed an inventive turn, 
although no doubt the “gift” of invention, like other 
faculties, may be improved by exercise. While, therefore, 
considering that a natural bent or bias is necessary to make 
the genuine inventor, one would by no means be understood 
as endorsing the sentiment conveyed in the somewhat in- 
elegant expression which has been attributed to Sir William 
Armstrong, viz., that “inventors can no more help invent- 
ing than hens can help laying eggs.” I do believe that 
some genius is necessary to make the successful inventor, 
but I as fully believe that that genius must be supplemented 
by the exercise of great mental energy, or without this dint 
of industry, despite all his talent and capacity, the field will 
yield but a meagre crop. 

One would advocate, then, the utilisation of every avail- 
able aid to invention, such as a highly cultivated and well 
balanced mind, general scientific knowledge, and a special 
and experimental acquaintance with the particular subject 
to which the would-be inventor is directing his inquiries, 
without, however, lending an adherence to every chimera 
which is vaunted as an aid to invention. 

Some persons affect to believe that a life of celibacy is 
favourable to invention, and, indeed, to the exercise of any 
high order of mental aren, and they profess to ex- 
— the alleged fact on physiological principles. When, 

owever, recalling to mind the long list of names of men 
in conjugal relations who have distinguished themselves, 
not only as inventors, but in every field of investigation and 
research, I do not think that Hymen has much to fear from 
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the teachings of those who take so heteorodox a view of 
the advantages or disadvantages of the marriage state. 

Others assert that, as in mental exercise generally so in 
inventive inquiry in particular, diet plays an important rôle. 
Now in this statement one feels more disposed to acquiesce. 
One thing is quite certain, that while, as has been well 
observed, good digestion and mental power are not synono- 
mous terms, yet good work of the kind requiring any effort 
of mind is almost an impossibility when the individual is 
in a dyspeptic condition. Further than this, there can be 
no doubt that the power of mental application may be 
increased or diminished according to the nature of the food 
taken. We are all familiar with the adage, which is almost 
accepted as a truism, that “there is no thinking without 
phosphorous,” but without endorsing the statement that this 
element is essential to brain power, we may safely assert 
that the character of our work is very much influenced b 
the kinds of food of which we partake. This subject whic 
has only recently been investigated, and is still but imper- 
fectly understood, is one of the highest importance, and its 
careful study cannot be too strongly urged upon brain- 
workers generally and particularly upon those who are by 
profession inventors. Experience has demonstrated over 
and over again that the whole bent and bias of the mind, 
the affections, and the passions are influenced by a change 
of diet and regimen—a studious habit or an indolent pro- 
pensity, courage or pusillanimity, love or aversion, a dis- 
position for society or a yearning for solitude being induced 
according as one viand or another forms the staple of our 
diet. It is fair, therefore, to assume that when the matter 
has received the attention it deserves, we may be enabled, 
by = our food to circumstances, to call forth an 
particular power or faculty of the mind into activity at will, 
and thus direct our efforts to the best advantage. 

I have but imperfectly touched upon this subject, but 
have probably said enough to show that if invention be a 
natural gift there are at any rate aids and auxiliaries, b 
availing ourselves of which that gift may be improved an 
the maximum of benefit secured from the exercise of the 
inventive faculties. : T. J. HANDFORD. 


THE DIRECT AND DERIVED FIELD-MAGNET 
CIRCUIT IN THE DYNAMO. 


(A COMMUNICATION.) 


THE question as to whether a dynamo works more 
economically with its field-magnet in derived than in direct 
circuit has often been brought forward, and several argu- 
ments in favour of one or the other of these methods of 
connecting the field-magnet have been advanced; but I find 
that if certain rules are observed in the winding of the 
coils of the dynamos that both methods are equally eco- 
nomical. Let two dynamos be equal in size and have equal 
weights of wire on the two field-magnets and the two arma- 
tures, the wire being, however, of. different gauges. Let 
L equal the resistance of the exterior circuit, R and 7 the 
resistances of field-magnet and armature of dynamo with 
its field-magnet in direct circuit, and R, and 7, the resistance 
of the field-magnet and armature of the dynamo with its 
field-magnet in derived circuit. Then when the magnetic 
field was constant the current generated would vary as the 
length of the wire on the armature directly and as the 
resistance of the circuit inversely, and since the length of 
a certain weight of wire varies as the square root of its 
resistance the length of the wire on the armature would be 
equal to 23% 
| 77 


and the current generated by the dynamo with its field- 
magnet and direct circuit would equal 


vr 
L+R+47 


and the current generated by the derived field-magnet circuit 
dynamo would equal 


LR 
DES 


ELECTRICAL REVIEW. ei} 
of which | 
flows in the field-magnet circuit, and 


flows in the exterior circuit ; but in order that the magnetic 
field of both dynamos may be equal, the product of the 
current — and the length of the wire of each dynamo 
must be equal. 


Therefore 7 RN ＋R +7; | (1) 


and when the energy expended in the exterior circuit is the 
same with both dynamos. 


2 
dr y L VAS L (2) 
L4+B4r 
By dividing the square of equation (1) by equation (2) we 
get 
= therefore a= = (3) 


Therefore, when the strength of the magnetic field and the 


work performed in the exterior circuit is the same with both 


dynamos, R, always equals 
| L? 


R 


When the total energy expended in the circuit is the 
same with both 


L +R, 
— 
= 


By filling in the value of ni in (3) this equation becomes 
r 11 


r 1 
therefore I TRT 15 
+ r, (L+R) 
2 
therefore 1 
17 LTR 7 
L 2 
4 
(4) 


therefore 7,—r ( 


When therefore 
12 
R, = and 71 1 
the magnetic field, the energy absorbed by the exterior 
circuit, and the total energy expended in the circuits are the 
same in both dynamos, so that they are equally economical. 
When the thickness of the insulating material of the 
different wires used in the dynamo is a constant fraction of 
the diameter of the conductor, then the sectional areas of 
the wires on the armatures and field-magnets varies as the 
square root of the reciprocal of its resistance. 
Let a and a, equal the sectional area of the conductors of 
direct and ire circuits armatures. Then | 


—- 1 
Ÿ Land a — Vi 
7 71 12 


1 L+R 
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and the diameter of the conductor of derived circuit arma- 
ture would equal 
L+R 
L 


that of the conductor on direct circuits armature. 
Also if f and f, equal the sectional areas of the con- 
ductor on direct and derived circuit field-magnets, then 


à 
— df= Lu 


In R 
= ¥ + therefore 


In some dynamos a portion of the field-magnet coil is in 
the line circuit and another portion in the derived circuit. 
By observing certain rules in the winding of the armature 
and field-magnet, this method is equally economical. If a 
portion of the wire on the field-magnet of a direct circuit 
dynamo were replaced by finer wire in a derived circuit, then 
the resistance of the wire retained in the line circuit would 
equal 


R 
and the resistance, of R, and 1, with which the remaining 
portion of field-magnet and the armature would have to be 


rewound, would be found by the following formulæ :— 
The current generated in the circuit would 


vin (Ri + ( + Rn)) 
Ri Rn) 71 RI (L + Ry) + Ra (L + By) 
TR+(L+Rn) 
and when the energy expended in the armatures, line circuit, 
and field-magnets is the same in both dynamos, then 


Vr + (1) 
LI 
0 Vr, (R, + (L + Rn) 75 
71 R + PL + By) + RI (L + Ru) 


G 
) 


Tu Bu) +B ( + 


te 
@) 


RI + (L + Rn) +R, (L + Rn) 
x (N Ry + R (L + Ru)“ 
by dividing equation (1) by equation (2)— 
Ri 
== 4 
＋ U + 
and by dividing equation (3) by equation (2) — 
Ry R— Ry 
by filling in this value of Bi in equation (4) and making 


71 


R 
2 = — 
11 n’ 


the following values of r, and Ri are obtained. 
RX R \? 
L 4 — 
r ( +h ) and R, = ( 2 
L+R 
n 


and the sectional areas, a and a,, of the wires of armatures 
in the direct and derived circuit dynamos would be— 


N = 


| 1 
VI, and a, (+8) 
T 71 > n 


L+R 


L+R L+R 
R therefore a, = a 
, ore L + 


7 


8 


or if d and di equal the diameters of r and r;, then 
di = d * 223 
142 
n 


Since a portion only of the conductor of the field- magnet is 
placed in the derived circuit, the sectional area of that 
portion, “Rk,” would vary directly as the square root of the 

uantity and inversely as the square root of the resistance, 
then the sectional areas, 7 and “f,,” of the field-magnet 
in direct and derived circuit would be 


n — 1 
n—1 n 
fn = (1+ = ) 
R n — 1 
R 72 — 1 K n — 1 
+( ) ff 1 
R 
L+— b+ — 
and since the current flowing through R and R, is as 
n — 1 
1 to = 


the currents flowing in the field-magnet circuits are propor- 
tional to the sectional areas of the circuits, and the ener 
expended in the field-magnets is therefore equal. The 
sectional area of the conductor of the armature would also 
be increased “in the derived circuit dynamo” directly as 
the increase of current flowing in the circuit. 

W. Moon. 


To Enterprising Electricians and Others.—We 
read in an American contemporary, with a name similar to 
that of our own journal, but with which we have no desire 
to be confounded, the following curious paragraph: We 
are rather surprised that no enterprising electrician turns 
his attention to the construction of electric steam launches.” 
We would suggest an electric-steam-gas engine as another 
good opportunity for enterprise. 


Electric Light Disclosures.—Unpleasant disclosures 
in the electric light world continue, to the surprise, we fear 
(says the Citizen), of many a disgusted shareholder. The 
latest addition to the list of unsuccessful concerns in this 
line of business is the“ Duplex Electric Light, Power, and 
Storage Company. True, the report and accounts are not 
yet before us, but a lithographed circular, just issued by the 
directors, ill conceals their indecent haste to secure further 
funds to meet pressing engagements. The enforced calmness 
attempted throughout this document is amusingly relieved 
by the evident trepidation under which the staff of the 
„Duplex“ Company are labouring. A few quotations will 
explain : “The present position of the company is perfectly 
satisfactory from a technical and industrial point of view. 
“The only serious difficulty now existing is the want of 
available working capital.” It is necessary for the deben- 
tures to be immediately subscribed in order that outstanding 
accounts for materials may be settled. If this be done, the 
board see their way to carrying on the business in a satis- 
factory manner.” What on earth is the position of a com- 
pany in a “technical and industrial” point of view? We 
fear it signifies anything outside the commercial point of 
view, which is unfortunately the only direction in which a 
shareholder cares to direct his eyes. 


| 
— 2 

| 

| 

| 
| 
| 
| 

| 

| 

| 

| 
| 

| 

| 

| 

| 

| == 

| 

| 

| 

— 

| 


June 9, 1883.) 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


473 


ESTIMATES FOR ELECTRIC LIGHTING. 


We have been favoured with a copy of an approximate 
estimate by the Electric Carbon, Storage, and Apparatus 
Manufacturing Company of Scotland, to the Vestry of St. 
Mary, Newington, for an installation of electric lamps, the 
rticulars of which are as follows. We also give the 
Votre estimate for the same work, and it will be seen that 
the estimated cost of the installation is double, and the cost 
of maintenance considerably higher than that shown in the 
company’s figures. 
CompPany’s 
Estimate for an Installation of 6,000 incandescent lamps of 16 candle- 
power, 50 incandescent lamps of 50 candle-power, making a total 
candle-power of 98,500, for which would be required 500 effective 


horse-power. 
Compound steam-engines with boilers, complete ... £3,600 0 0 
Self-regulati ety dynamo machines, complete ... 

Fixing 
Shafting and belting vee ose ove ove 150 0 0 
Engine-house ese és 500 0 0 
Altering 2 — street lamps to suit electric light ... 100 0 0 
Main and branch leads, as shown on plan, with 
allowance for future extension to St. George’s 
Church, with Dr. Higgs’ patent earth-pla 2,000 0 0 
Contingencies _... ae soe 500 
| £10,140 0 0 
Cost of Maintenance (Annual). 
1,690 tons of coal, at 20s. pee — ove 1,690 0 0 
1 manager ... ove ove 180 0 0 
1 assistant ... se — ots 104 0 
2 engine drivers, at 30s. ... sé * * * 156 0 
2 „ stokers, at 20s dis * * 425 104 0 0 
2 boys, at 58. we 26 0 0 
Oil, waste, water, ko. ase owe ove 0 300 0 0 
£2,560 0 0 
Revenue. | 
From 5,000 lamps, at gas rate ... os one „ £3,662 0 0 
„ depot gas account ove ose ose eee 160 0 0 
„ public streets ove see ee — * 205 0 0 
Profit on sale of lamps, at 6d. each, say 6,000 one 150 0 0 
£4,177 0 0 
„ expenditure * „ 8 
Balance to carry forward to redemption 
of debt“ ons ose „e © 0 
VEsTRY’s 
Estimate for the Installation. 
Four 150 H. P. engines, including boilers, setting, and 

connections, at £9 per H. P. 985 ose *. £5,400 0 0 
For building shaft, &c. ... one ue 
Four dynamo machines, equal to 1,500 lights each, 

at 158. per light * … 4,500 0 0 
Fixing bands, connections, and sundries pa P 1,200 0 0 
Cables, main electric lines and testing boxes, &c., 

from the depôt to the extreme limits of the com- 

pulsory district, provision being made to lay down 

a sufficient line to extend the supply to St.George’s 

Church, when required... 0% 
Exchange of lamp-posts, columns, and lanterns 

throughout the ey district, providing 

for new lamps and fittings for same a ws 500 0 0 
ees columns, and nece fittings for street 

ighting between the depot and the railway 

bridge, including necessary * and fittings 

for providing and supplying of electricity to the 

Vestry Hall and depot eee eee ove se 500 0 0 
Contingencies “7 900 0 0 

£20,000 
Maintenance Charges. 

1,690 tons of coal, at 20s... £1,690 0 0 
One electrician... van 250 0 0 
One assistant (outside) at sé én 45 one 104 0 0 
Two engine-drivers at 50s. per week ... * Kel 260 0 0 
Two stokers at 30s. each per week... ‘ais 100 234 0 0 
One assistant in engineer’s room avs * * 0 
Oil, waste, water, bands, ko. ia gee 8 550 0 0 

£3,140 0 0 
Annual revenue wee ose £4,027 0 0 
Annual expenditure 3,140 0 0 
Balance to carry forward in payment of interest, Ke. 4887 0 0 


* The interest and instalment for the first year on a loan of £15,000, taken at 3 
per cent., would be £1,525. J 2000, 3 


The estimate of the company includes a letter from Mr. 
J. E. Jackson, the Secretary, to the Vestry Clerk, which is 
worth reproducing if only to show the disinterestedness of 
the writer. It will be observed that Mr. Jackson does not 
consider Dr. Siemens and Mr. St. George Lane-Fox as alto- 
ge unworthy of attention in matters of this kind, and 

e evidently feels quite confident in Dr. Higgs and his 
dynamo. At the end Mr. Jackson cannot restrain a feeling 
which is natural to those who can foresee the brilliant future 
of the electric light, and he accordingly waxes eloquent, not 
to say poetical. He will, we feel sure, excuse the few remarks 
we have made on his communication to the Vestry, remarks 
which were brought forth by the ingenuous manner in 
which he has written, the whole epistle being couched in an 
open, frank, candid, and unreserved style which is most 
refreshing to meet with in the electric light world. 


Leith, May 16th, 1883. 
Dear Sre,—In handing you this estimate I am not actuated: 
primary motives of personal but more to enable you to convirice 
your ratepayers and the Vestry of the enormous advan they 
would derive from the adoption of a good of electric lighting. 
I have read with pleasure your report and the remarks therein of 
Dr. Siemens and Mr. Lane-Fox, both of whom are authorities of 
considerable experience, and their remarks deserve due attention. 
I must, however, take exception to the statement by Mr. Lane-Fox, 
“that with good machinery a combustion of 1} Ibs. of coal will 
yield 1 horse-power per hour.“ In practice, and with the best 
machinery, 2 Ibs. to 2} Ibs. of Cardiff coal is required to yield 
1 horse-power per hour. This I have proved by long experience with 
the best class compound engines. Also with an economical dynamo, 
such as the one invented by Dr. Higgs, 200 candle-power may safely 

be calculated per indicated horse-power. 


The figures of Dr. Siemens, as regards the com ve cost of 
electricity as against gas, are convin to an ordi observer ; 
and the only thing that remains is to confidence into the minds 


of the public, and you will have their hearty support in your endea- 
vours in the direction in which I am glad to see 4 are moving. . 
You will see from the estimate which I have the honour to submit 


to you that the initial cost of the whole plant is £10,140 0 0 
The annual expenditure “à ioe *. ee 2,560 0 0 
—— „ ˙ — 3 4,177 0 0 
Leaving a balance of £1,617 0 0 


clear profit, which will enable you to pay off your loan in less than 
15 years with ease. 

Moreover, the profits are likely to exceed the estimated amount, for 
while the — will remain almost stationary, the revenue from 
lighting will increase until within three or four years the whole 6,000 
lamps will be called for, thus adding £1,000 = annum to the revenue. 

Profit may also be derived from rent of meters, sales of fittings, 
and also from the use of electricity as motiye-power for driving 
sewing-machines and other light work. 

Another important factor is the accumulator, without which you 
should not attempt house lighting, for it is not reasonable to expect 

our customer to consume what he pays for immediately he gets it ; 
ut he should be able to store the electricity for use when required, 
and also be able to use it for other purposes than lighting. 

You will see that I have estimated for the use of an earth-plate for 
the return current; but if you prefer to have return wires, the cost 
1 

e figures quoted, ough approximate, are yet as nearly 
exact as it is possible to get; being er over than under what an 
actual estimate would be: but should your vestry favour me with 
instructions for another estimate when you are to go to 
work, À shall be most happy to go fully into the matter and quote you 
exact 8. 

In reference to the system of lighting which is likely to prove most 
economical, I would point out that Dr. Higgs’ dynamo is the only 
self-regulating one, and is the one which will be generally used so 
soon as its merits become known, as it is apparent to the most dull of 
comprehension that no system can be so economical, which is not self- 
regulating. 

am in position to say that my company can offer you terms and 
facilities such as no other company has yet entertained, and at the 
same time give a full guarantee relieving you of all risk of failure. 

I have pleasure in enclosing you a copy of the report made by a 
deputation from the Bootle Town Council, knowing that it will be of 
interest to you, as being testimony from an independent and unbiassed 
source. 

I have confidence in thinking that these figures will convince the 
most determined opponent of the new illuminary, that from a purely 
commercial point of view, it will repay the outlay with interest, and 
even if this were not the case, and the electric light proved to be light 
for light, more expensive than gas. Yet there are other considera- 
tions to take into account; is it nothing to be free from the danger 
of explosion and fire? nothing to be free from the overbearing heat 
and poisonous fumes, and the constant flicker of gas? nothing to 
have the atmosphere of our homes once more pure and free from the 
smokiness of gas? I think these advantages far outweigh an 
question of £ s. d., but when these advantages are coupled wi 
economy, surely it can be only madness that would refuse to discard 
the conservatism that would poison our bodies and burn our homes 
rather than advance into the soft, soothing, and economical light of 
electricity. 

To L. J. Dunhan, Esq., 


Yours truly, 
Walworth, 


(Signed) Jon Evans Jackson, 
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THE APPLICATION OF ELECTRICITY TO 
| MOTIVE POWER. 


By d. BINSWANGER.* 


mission of power, and certainly no element, in producing power, can 
be so easily controlled as electricity. 

Ranging from the tiny movement of the diaphragm of the tele - 
phone, which I may describe as a millionth of a foot - pound, to 
existing machines developing many horse- power, it is evident that a 
great future is in store for the application of electricity to motive 

wer, since the work may be performed at a considerable distance 
— the place where it is generated, aud we can by means of this 
subtle agent make use of a considerable proportion of that energy 
with which nature provides us so lavishly, but which runs to waste 
at present. That a current of electricity is able to produce motion 
exert force and are at — many 

tro-motors, i or the purpose of converting the largest 
rcentage of „4 into useful work, but with different 
degree of success. 
e 


re seems to be a tardiness in recognising the utility of electro- 
motors, this is probably because there are now many motors—steam, 
and water—all of known and estimated efficiency ; while in the 
early days of steam there existed no motor for it to replace, but a 
great want of such, hence the fact that it rapidly rose to the present 
state of perfection and became an object of universal utility. 
As the first ideas of a steam-engine originated from the alternate 
lifting and falling of the lid of a tea-kettle, under the pressure of the 
ding gas within, so the capability of an electro-magnet to lift, 
— or repel a piece of iron, the application of this 
motion for the os 2 of moving machinery. So several motors were 
devised, some having a movable electro-magnet attached to a beam, 
which, being alternately attracted repelled by another fixed 
ae gave motion to the beam, and so to a crank and fly- 


wheel. 
No electro-motor constructed upon this principle can utilise much 
of the electrical energy put into it; the law of magnetic attraction 


teaches us that the force of a magnet is decreased proportionately to . 


the square of the distance from it, therefore it is clear that the distance 
of the travel of such a magnet must be small to be effective at all. 
So to obtain a fair amount of crank stroke the end of the beam must 
be considerably elongated beyond its pivot. This arrangement, while 
increasing the space of the motion, decreases its power at the point of 
application, viz., the crank. 

team being an expansive gas and maintaining a practically con- 
stant. pressure upon the piston of a steam-engine to the end of each 
stroke, such a crank and fly-wheel is a good method of transforming 
the rectilinear motion of the piston into the corresponding rotary 
motion of the crank shaft and so driving machinery. 

It was necessary that electricians should recognise the great differ- 
ence between the magnetic effect of a current of electricity and the 
expansive effect of a volume of steam, and to construct their motors 
not after the style of steam-engines, but suitable to the peculiar 
behaviour of the alternating magnetic attraction, so as to obtain the 
greatest — 44 Froment made a decisive step in this direction 
when he devised his rotary electro-motor. Here the disadvantage of 
the unequal lever is dispensed with, and the magnetic attraction ap- 
plied directly to the bars of iron placed round the periphery of the 
wheel. 


Here again a serious drawback exists, in the space between the 
magnetic pole and the bar to be attracted, leaving too much work to 
be accomplished by the momentum of the wheel. Jacobi subsequently 
improved this by winding insulated wire 7 the iron armatures, 
alternately sex pa à and breaking contact of the current round them, 
keeping his fixed electro-magnets constantly magnetised and arranging 
them so that there was not much work depending upon the momentum 
of the wheel. 

This might be said to have placed the electro-motor in the light of 
a machine that could be really used for practical purposes. 

But although the motor of Jacobi was tolerably efficient, he found 
a great disadvantage attending its use in the expense of maintenance, 
for the consumption of zinc and acid in his batteries was far in 
excess of the corresponding production of power. 

A really good electro-motor may turn 75 per cent. of the original 
energy into useful work, whereas a good steam-engine utilises only 
15 per cent. of the energy of the coal. 

ut the energy of zinc is only one-fifth that of coal, and even 
counting the increased efficiency of the electric over the steam-engine, 
the former would cost thirty times more in maintenance, acids and 
all allowed. 

When dynamo and magneto-electric generators began to attain 
perfection this obstacle was partly removed, and the electro-motor 
began to be improved again. The present types of electro-motors 
are, broadly speaking, reversed dynamos, that is, having a current 
from another source sent through its field and armature causing the 
latter to revolve. 

I have two motors here, one driving that lathe, and the other a 
ventilating fan, 36 inches in diameter. Both these are the invention 
of Mr. Reckenzaun, a gentleman who has devoted considerable time 
and attention to the application of electricity as a motive power, 
and it is due to his kindness that I have these motors to show you 
to-night. Side by side with others these develop a higher efficiency 
than has yet been attained, and are, as you see, compact and con- 
structed so as to combine cheapness with durability. 

The electro-motor is especially well adapted for locomotive purposes, 


* Lecture delivered at Balloon Society, Royal Aquarium, Westminster, Friday, 
June Ist, 1883, 


because its construction is simple, its parts are few, and therefore not 
easily disarranged. It also occupies a smaller than other motors 
for its power, except indeed those which are driven by the expansion 
of a gas which is stored under enormous pressure, which obviously 
is extremely dangerous. Therefore it bids fair, under certain con- 
ditions, to be a formidable rival to steam in the propulsion of railway 
trains, tramcars, and other vehicles, but perhaps in no way to confer 
such a benefit upon commerce as when applied to what I shall term 
anto-locomotion. This simply means sending single cars or a train, 
laden with letters, newspapers or goods, upon its — without 
personal attendance, the whole +, a being controlled at either 
end or different stations along the line. A tremendous of, say, 
300 miles per hour, could thus be attained without the ri — 
ing to our present system at 60 miles. I simply wish to show that 
electricity is the only agent by which we shall attain such a transport; 
of course the limit to speed would depend upon circumstances that are 
not allowed for in this rough calculation, such as air resistance, 
heated bearings, and friotion of machinery, but with suitable shape 
of vehicle and size of motor, such a is not so mythical as it 
may seem. | 

our parcels and goods could fly, as it were, with almost in- 
credible speed, from town to town. This is a fair probability, and 
one which the proposed parcels’ t may soon render a practical 
possibility. No other agent than electricity could be employed for 
this a its ready transmission along a conductor and its 
peculiar behaviour in a motor, seem to be specially suited to such a 
want 


An electro-motor when running induces a current back through wires 
in the opposite direction, tending to oppose the current which is 
producing the motion. This, called the back current or counter 
electromotive force,’’ is greatest at a certain high speed. 

The efficiency of the motor depends upon the proportion of the 
speed, load, and driving current, and is greatest when the driving 
current utilised equals the back current, or, to speak more correctly, 
when the driving current is reduced to half its strength by the 
= of the back current, plus the resistance of the coils of the 
motor. 

However, great speed is necessary in order that we should obtain 
efficiency, and economise the expenditure of energy. Every electrical 
engineer will agree with me that in this subject of auto-locomotion 
electricity has unique advantages. As a light it is rivalled by gas, 
as a motor by steam; in these two applications its intrinsic merits 
are somewhat overshadowed by the competition of these older 
established agents and vested rights, and it is obvious that the vast 
plant and machinery using gas and steam are not to be done away 
with at short notice. 

In auto-locomotion no such rival exists; the great advantage of 
speed, which I have mentioned, combined with easy control over each 
vehicle, economy in the cost of rolling-stock, and in the space of the 
permanent way, will, I maintain, render electricity applied in this 
way cheaper and better than our present method of transmission, 
both in first cost and maintenance. I will leave it to another occasion 
to go into details, but there are no difficulties of construction that 
cannot be surmounted, and, considering that by means of auto- 
locomotion we could send our parcels to Glasgow in two hours, the 
matter is certainly worthy the attention of some of our men of 

ro 
: lectro-motors, again, may comeinto universal use for the propulsion 
of small vessels, this being done at present by means of small engines 
that are very costly to maintain compared with the cost of la 
engines working on shore, or those on board large ships. The 
ditference being from 2 Ibs. to 4 lbs. of coal per hour in the large con- 
densing engines and 8 lbs. to 12 Ibs. per hour in the small non-con- 

ing ones; so the energy of a large and cheap-working engino 
employed to replace a small expensive one must be a gain. Electricity 
supplies this method of transmission by the use of secondary batteries. 
I have here 30 cells of the Faure-Sellon-Volckmar of accumu- 
lator, kindly lent me by the Electric Power Storage Company, and, 
though small, they are supplying us with light and power for the space 
of this lecture, a considerable residue remaining unused. Conduc- 
tors being out of the question, what could be better than such cells for 
conveying the energy of the shore engine to the motor on board of 
the launch or tug-boat? Some think that the weight of these accu- 
mulators is a serious objection to their use; but, power for power, an 
electro-motor with its cells does not weigh so much as a steam-engine, 
boiler, and coals to last for the same time. 

Who has attempted to enjoy himself by running down the Severn 
or up the Thames in a steam launch and fairly succeeded? The smoke, 
dirt, the greasy attendant, and the stertorous snorting of the exhaust 
steam, all detract from the pleasure of the trip. ow much nicer 
is it to glide along in a launch electrically propelled, no noise but the 
murmur of the motor, like a bee buzzing o’er a flower; no dirt nor 
smoke ; and, what is more important, plenty of room. Unlike a 
boiler, the accumulators may be stowed away under seats, anywhere 
in fact, out of the way; the motor and machinery may be under the 
deck and hid from view, yet thoroughly under control. 

Railways and tramways electrically propelled permit of the em- 
ployment of two systems—the transmission of power from a central 
station by means of a conductor; or taking accumulators on the 
vehicles themselves. The advantages of either system depend upon 
the circumstances of each individual case. 

Accumulators may some day replace the boiler, tender, and coal of 
the present steam locomotive. For the wheels of a locomotive to 
exert the necessary adhesive force upon the rails, which is low in 
this country—being from 400 Ibs. to 450 Ibs. per ton—the engine must 
have weight, which must be so that the adhesive power exceeds the 
tractive force or the wheels will slip. The average weight of a steam 
locomotive (not including the tender) is from 20 to 35 tons, incline 
engines from 40 to 47 tons. This may give some idea of the fact that 
the weight of accumulators does not militate against their employ- 
ment in locomotion so much as might be imagined. 
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Railway — 7 would not be inclined to alter their whole per- 
manent way and dispense with all their steam locomotives at once, 
for an hey steam-engine could not travel upon the rails 
occupied by an electrical engine, if the power were transmitted by 
— without seriously interfering with the action of the 
But an old steam locomotive could be replaced by an electro loco- 
motive using accumulators, without in any way obstructing the other 
rolling stock; and this, probably, is the only way in which electricity 
is ever likely to be applied to existing lines of railway. In fact, for 
the electrical propulsion of all vehicles the accumulator seems to be 
the best method of transporting the electrical energy wherever we 
desire to take it. A 
will now deal = the application — 

tionary purposes. is can advantageo one in 
cases where ‘‘high speed’’ is desirable. Where machinery is 
driven by a steam-engine, such a speed is attained at present by 
means of bands, pulleys and gearing, while in most instances the 
electro-motor could be directly applied, avoiding the great loss by 
slip and friction as well as the expense of the present system. 

Another great advantage of electro-motors is that small manufac- 
turers, requiring from } to 1 horse-power, could apply the power in 
their own houses, saving the rent of expensive premises with steam- 
power. The\only difficulty connected with this application of elec- 
trical power is the electricity itself. I propose to supply small accu- 
mulators and establish charging stations at different parts of the 
town, where these small consumers of power could have them re- 

at a trifling cost. 

I look forward to see, shortly, advertisements or signboards inti- 
mating that Messrs. So-and-So, power or energy merchants, are pre- 
pared to supply their merchandise, viz., electrical power, at so much 
per horse-power-hour. 

Suppose that the loss of power in the use of such accumulators be 
50 per cent., including the loss in the charging dynamo, then from a 
suitable charging-station the energy could be supplied far cheaper 
than steam-power to small consumers, and this expense could include 
the cost of cartage. ; 

Electro-motors are also eminently adapted for ventilating 
a matter which is now rather prominently before the public in the sha 
of that vexed question, How to ventilate the tunnels of the District 
Railway.“ I will not be so arbitrary as to assert that electricity is 
the best method of attaining this desirable object, but it certainly 
possesses properties which render it suitable for this purpose, with less 
expenditure of money and space, than any other system known at 
present, without interfering with the street traffic. 

You see that a fan 3 ft. in diameter can be driven at a rapid rate, 
producing a powerful current of air by means of a comparatively 
small motor, and this smaller one, attached to a flexible wire, can be 
sent round the room in motion, so that every one may see how it can. 
be accomplished. | 

Now applying some such method, as instanced by this larger fan, 
to the series of tunnels in the Underground Railways, I find, from 
a very rough calculation which I have made, that, by means of 
a series of appropriately sized and distributed fans for exhausting 
foul air—driven by motors actuated by electricity conveyed by con- 
ductors from generators at suitable stations along the line—it would 
require something like 60 H. P. to thoroughly ventilate the whole 
railway ; this, er | attendance, maintenance, and depreciation, 
would cost little more than £3 per day—a trifling amount per pas- 
senger, @ small decimal of a penny—not worthy of a moment’s 
consideration in comparison with the increase of comfort and almost 
entire elimination of the unhealthiness of the transit which would 
ensue. To give you some idea of the benefit thus accruing I may 
in a few words tell you that roughly ing it is safe to assume 
that 200 trains pass through per day, taking about five minutes to 
pass from station to station including stoppages; that each engine 
consumes about 6 lbs. of fuel in each of these five minutes, in all 
1,200 Ibs. of fuel in each section requiring— | 


1,200 X 150 = 180,000 c. ft. of air for combustion. 
The products of this combustion are, for every 100 parts of coal 


consumed, say, 
parts Nitrogen. 
25 „ Carbonic oxide. 

12 LE) LE 
8 „other gases, 


none of which are suitable to the support of animal life and even, 
though we may be compelled to inhale it during a short time only, 
cannot be otherwise than injurious to health as well as productive 
of discomfort. On a calm day there is little or no natural ventila- 
tion in these tunnels; for whatever fresh air may be caused to circu- 
late by the passing trains is in great part consumed by the locomotives 
leaving, as our throats and noses convince us, far from sufficient for 
the full requirements of the passengers; and this need of a thorough 
and economical system of ventilation must perforce continue until the 
engines themselves also are driven by electricity and the tunnels 
cease to be factories for the production of poisonous and noxious 


8. 

In large mills, again, where there are one or two large compound 
condensing steam- engines, and a number of small non-condensing 
engines scattered about to save the somewhat awkward arrangement 
of shafts and gearing which would be necessary to transmit the 
power of the large engine all over the mill, electro-motors would be 
a cheaper and more efficient method of obtaining local power than 
such small wasteful engines. 

Large engines are more economical in management than smaller 
ones, for many reasons; for example, the indicated horse- power of a. 

iston 10 in. in diameter, with a speed of 400 ft. per minute, is 952 
— per pound of steam “eens per square inch, and if the 
piston be 20 in. in diameter, the horse-power of one pound pressure 
per square inch of area is 3°807, showing at once that a large engine 


is more efficient. And such large engines are 
densers, removing the pressure of the atmosphere from the exhaust 
side of the piston, which in non-condensing engines affords a re- 
sistance often amounting to 16 Ibs. per square inch, 90 that at 60 Ibs. 
of steam there is only 44 lbs. effective This a 
difference in the consumption of coal, the larger and more economical 
ine consuming from 25 to 3 Ibs. of coal per horse-power hour, 
and the smaller non-condensing engine from 8 to 10 Ibs. per horse- 


power-hour. | 
r ine in a mill could be made to drive the 
whole of the machinery for suitable installation of a dynamo and 


per hour, or 24 lbs. per hour, 
could be made to transmit, say, 7 
2 which consumes 56 Ibs. of coal per hour at a cost 
of 6d. ese fi are merely we but may serve to 
indicate a decided economy in this application of electricity. 

If, however, the original energy be derived from the great stores 
of nature, such as watercourses, and transmitted to any place where 
it may be required, by means of electricity the acme of. cheap power 
is attained, no matter what may be the loss in transmission. 
Because watercourses seldom existed where they were most 
required, that cheap source of energy has been allowed to lie dormant 
for centuries, but it need be so no longer, for nearly every country in 
the world has enormous power running to waste that could be 
utilised to furnish both light and motive-power in every town. I do 


not propose to go into intricate calculations upon this subject, nor do 


I wish you to follow me in imagination to such a remote region as 
the F of Niagara, where tens of thousands of horse-power 
thunder down every day of our lives, and, commercially speaking, 
run to waste, but I will cite a single instance, nearer home—but a 
few miles from this place—where a small river rises in a beautiful 
valley near Sevenoaks; it affords a simple illustration that has a 
thousand coun in the United Kingdom, each of which would 
far exceed it in effect. This small stream runs through the grounds 
of several mills, and within a few hundred of many more, and 
as far as the owners of these mills are able to do, they avail them- 
selves of the water-power. 180 horse-power is thus used, another 
thousand could be obtained from this little stream, so great is its 
fall and quantity. Yet thousands of pounds per annum are spent 
by these mill-owners in supplementing the water-power by steam ; 
belts, gearing, Ko., are too costly in maintenance as a means of 
transmitting power, therefore the water is wasted because the place 
where power is required is a short distance away from it. There is 
not much loss in electrical transmission where short distances like 
these are concerned, and considering these facts we cannot but 
acknowledge that the world is too far advanced to allow such power 
to run to waste much longer. 

I have endeavoured, in dealing with this subject, not to allow 
enthusiasm to ne À me beyond the boundaries of practicability. 

The extension of the uses of electricity in the future is a matter 
entailing. much labour, thought and expenditure, and its accom- 
plishment must be the work of good honest engineers and elec- 
tricians. 

Some, styling themselves electricians, I am to say, would 
try and convince the public that by means of electricity they can 
attain perpetual motion, or other equally absurd chimera; but I am 
more en 6 think that there are people credulous enough to believe 
them. e events of the past two or three years have made us 
acquainted with the disastrous consequences of such folly. 

No electrician of any standing lent himself to such scandalous 
schemes, and the electrical press, without exception, repeatedly 
warned the public; none regretted the interference of speculators 
on their domain more than electricians, and the harm that it has 
done to the prospects of electrical lighting is enormous indeed. Soon 
electromotive force will be foremost and attract the attention of the 
world. Let us hope that its progress will be marked by honest work, 
and that step by step it will attain, without hindrance or prejudice, 
that success that is inherent in it, and that it will supply the pro- 
gressive wants of the ever-increasing population of the world and 
conduce to the happiness of mankind. ; 


NOTES. 


+ 


Electric Lighting.—The Admiralty has evidently 
decided on giving the incandescent light a fair trial on 
board our troopships. H. M. S. Himalaya, which was lighted 
by the Swan United Electric Light Company (Limited) 
about six months ago, has now set out on her second voyage 
with the electric light. The officers on board were able to 
send in to the Admiralty a most favourable report when she 
returned from China after a voyage of nearly four months. 
At a low estimate the lamps were in use quite 1,000 hours, 
and out of a total of over 240 lamps only 25 were broken. 
These figures will, therefore, speak for themselves. We may 
add that after her four months’ trip no repairs or overhaul- 
ing were necessary, although a careful inspection was made 
of every detail. An interesting experiment was made just 
before this ship sailed on May 26th. The Admiralty is 
considering the question of supplementing the interior 
lighting with deck lamps hung in the rigging for dis- 


motors, | no | paper | | cotton 7 | 
not be slow to find out the advantage of this system. 
Eight horse-power, cons 8 Ibs. of coal per horse-power 
4 
| 
| 
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embarking troops, &c., and it was determined to try a group 
of incandescent lamps in preference to one arc lamp. For 
this purpose two regulation ship’s lanterns were fitted with 
eight 50 C. P. Swan lamps each. The result obtained ex- 
ceeded all expectation, and the general decision was that, 
owing to the equal distribution of the incandescent system 
it was a more thoroughly practical light to work by, and 
we understand that it is highly probable that a similar 
system will be adopted in future cases. 

At the Commissioners of Sewers meeting on Tuesday, 
Mr. Deputy Pepler brought up a report from the Streets 
Committee, submitting a report from the engineer relative 
to the Edison system of electric lighting on the Holborn 
Viaduct, and recommending that the same be printed and 
circulated for the information of the Commissioners, which 
was agreed to. 


At a meeting of the Aberdeen Town Council on Monday, 
Lord Provost Esslemont made a statement regarding the 
Electric Lighting Provisional Order applied for by the city. 
The 8 insisted upon by the Board of Trade were 
such, he thought, as to make the speculation anything but 
remunerative to the community; and he moved that, unless 
the Corporation were empowered to charge the cost of the 
manufacture of the light, including charges for interest, and 
unless those desiring the supply became bound to take it for 
three ob ye. the order should be withdrawn. Bailie Duffus 
moved that no further action be taken, and that the order be 
dropped. On a division, the Lord Provost’s motion was 
carried by a large majority. 

The Dundee Committee met last week, when Provost 
Moncure explained that the Brush Company order for the 
EX of the streets of the town had been satisfactorily 

justed. Among other things the company agreed to 
appropriate no less than £20,000 of capital for providing a 
station in Dundee forthwith, and to deposit £3,000 in security 
for the performance of the obligation. 


A contemporary says the electric light towers in Union 
and Madison Squares, New York, are 250 ft. high, 3 ft. in 
diameter at the base, and 8 in. in diameter at the top. 
They are constructed in tubular sections of steel plate, each 
50 in. long, riveted end to end. About 100 ft. of the top 
is first completed, and is then placed in a perpendicular 
position, and raised to a sufficient height to admit of a 
section — placed underneath, when the two are riveted 
together, and the tower raised another stage to receive the 
next section. The mast is i- from swaying by six 
wrought-iron guys, and is embedded in a strong foundation 
20 ft. in diameter and 12 ft. in depth, resting upon a cast- 
iron base plate. The lamps are suspended near the top 
from a movable frame, and under a copper reflector, which 
serves as a protection to them. Underneath the reflector 
is the device for . r lowering the carriages to which 
the lamps are attached. It traverses two iron guides on 
each side of the mast, and these are also constructed to 


form ladders by which the lamps may be reached in case 


of the disarrangement of the apparatus. A short distance 
above the ground is a balcony on which the operator stands 
in trimming the lamps. The use of these towers appears 
to be rapidly extending in America. 


That electric lighting is not everywhere done for nothing 


is evident from the prices charged in Oregon and other 


laces in the United States. For the sum of 5 dollars per 

p per week, if in use all night, or 3.50 dollars if used 

up to 10 o’clock on six nights a week, the Brush Company 
is prepared to give light. 

On Tuesday, Messrs. John Key & Sons, Kinghorn, Fife, 
launched from their shipbuilding yard a large screw steamer 
for the Melbourne, Sydney, and Newcastle passenger and 
cargo trades. The vessel was named the Gado, and is to 
be lighted throughout by incandescent lamps. 


Mr. Brockelbank, the secretary of the Brush Electric Light 
and Power Company of Scotland, writes to us regarding 
two notices as to work of this company in Scotland. 1st. 
In Aberdeen the company is, as stated by the Aberdeen 
Journal, lighting their case-room, Mr. Duncan’s shop, and 
some of the stalls in the new market, with incandescence 
lamps fed from secondary batteries ; and we are asked to say 
that the lamps are of the newest type of Lane-Fox (57 volts), 
and that the machine is one of the Brush 25-light incan- 


descence. Great satisfaction is e 


respecting them. 
2nd. The inquiry held in Edinburgh was intended to obtain 
a verdict from the people of that city as to whether the 
electric light was wished for, and there was no hint or notice 
of any kind given by the Board of Trade to this company or 
the company’s agents that a full inquiry would be held. It 
was therefore a complete surprise to the board of the com- 
pany when they learned that the Bill had been or was to be 
reported against, because no evidence was sent to Edinburgh 
as to the financial position of the company, &c. All this 
was argued before the Board of Trade on the 11th and 15th 
of May, and was therefore unnecessary in Scotland. Evi- 
dence can still be produced on this point, and as to the want 
being felt in Edinburgh, the witnesses that were called and 
the signatures the agents in that city produced in the com- 

y’s favour showed beyond doubt that the want was felt. 
This being the first local inquiry, says Mr. Brockelbank, it 
was very clearly the duty of the Board of Trade department 


to let the agents know what evidence was required. Had 


this been done, Major Marindin would have had conclusive 
evidence placed before him. 


Messrs. Shippey Brothers inform us that the Universal 
Electric Light Company has started works at No. 34, Charles 
Street, Hatton Gana: for the exclusive manufacture of a 
new incandescent glow lamp, the special feature in connec- 
tion with which is the preparation of peat moss used for 
the carbon filament. It is claimed by the inventor of this 
lamp that a far more brilliant light is obtained with less 
power, the average life of the lamp exceeds 2,000 hours, 
and they are made from 20 to 500 candle-power. The works 
are lighted with the new lamps, and can be inspected by cards 
to view, to be obtained from Messrs. Shippey Brothers, 13 
and 14, King Street, Cheapside, who have obtained the sole 
agency for the sale of this lamp. We are surprised that this 
lamp should have been in existence so long and yet be so 
little known. Taking 5 hours per day for testing its dura- 
tion, it must have taken 400 days to ascertain its average 
lifetime. It may be, however, that the inventur has been 
engaged day ard night in testing his lamp, in which case 
our figures of course require modification. A lifetime of 
2,000 hours for an incandescent lamp at 500 candle-power is 
an exceedingly good result, and one of which any inventor 
may well be proud. We shall hope to give our own impres- 
sions of this lamp shortly. : 

On Tuesday evening, May 29th, the Chevalier E. Rosen- 
busch, C.E., on behalf of the Eastern Electric Light and 
Power Company (Limited), gave an exhibit of incandescent 
light for domestic use at his residence in Strada Mercanti, 
Malta. The exhibit went off with great success. The 
lights displayed consisted of side lights, chandeliers, and 
table lamps of varigated colours, and gave every satisfaction 
to those present, who heartily congratulated Chev. Rosen- 
busch À Mr. William Robinson, the electrical engineer, 
who lucidly explained to the company the process of the 
lighting. | 

The Camberwell Vestry met on Wednesday of last 
week, when the clerk reported the receipt of a letter 
from Messrs. Walter Webb & Co., solicitors to the 
Metropolitan (Brush) Electric Light and Power Company 
(Limited), stating that as the company had been unsuccess- 
ful in arranging terms with the vestry, they had determined 
for the present session not to proceed further with the pro- 
— 1 order, and that the Board of Trade had been so in- 
ormed. 


Messrs. Shepherd & Beveridge, floorcloth manufacturers, 
151, Queen Victoria Street, E. C., have arranged with the 
National Electric Company of Glasgow for the lighting up 
of their drying and printing rooms in Kirkcaldy, with 
Edison’s incandescence lamps. No less than 1,440 lights are 
to be used. 

The Newington Vestry held a special meeting on Wednes- 
day evening of last week to consider a motion by Mr. 
Robinson, rescinding a resolution previously passed by the 
vestry in favour of the electric light. After a long dis- 
cussion the motion was rejected by 33 to 27. 


Baron Rothschild has had his carriage illuminated by 
means of the electric light. Accumulators were placed under 
the coachman’s seat, and the usual lamps had the electric 
lights placed inside them. The electricity supplied was 
sufficient to give light for a hundred hours. 
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The United States Electric Illuminating Company made 
the first experimental test of the electric light installation on 
Brooklyn Bridge, on the 19th ult. The seventy lights used 
were divided into two distinct circuits of 35 lights, the light 
giving intensity of each lamp being 2,000 candles (nominal). 

wo separate engines are used, one for each circuit. The 


total length of the leading wires is said to be 30,000 feet. 


The s.s. Clan MacArthur, which has been built for Messrs. 
Cayzer, Irvine, & Co.’s Clan Line, by Messrs. Scott & Co., 
of Greenock, started from the Clyde on Saturday, the 2nd inst., 
for a preliminary cruise, with a large party on board. The 
vessel has been lit throughout with incandescent lamps by 
the Glasgow branch of the Edison Electric Light Company. 
We understand that the owners are so pleased with the com- 
plete success of the lighting that they have placed the light- 
ing of another steamer, the Clan MacIntosh, with the Edison 
company, without inviting tenders from other firms. 

For some time past the committee of the Gloucester County 
Lunatic Asylum have been considering the advisability of 
adopting the electric light and have at last settled to light up 
a portion of their new buildings. They have intrusted the 
carrying out of the work to Messrs. Woodhouse & Rawson, 
of 11, Queen Victoria Street, London. This, we are informed 
is the first time the electric light has been adopted in lunatic 
asylums, the lighting of which has to be very carefully 
considered. Dowson’s patent gas, Crossley’s gas-engines, 


Faure-Sellon-Volckmar secondary batteries and Woodhouse — 


and Rawson incandescent lamps are to be used. 


Electric Bell and Battery Combination.—We 


are always pleased to notice electrical apparatus when it 
characterises pro in public utility ; such is the new bell 
and battery combined, which is introduced by the General 
Electric Apparatus Company, of 29, Aldermanbury. This 
resents the appearance of an ordinary 3” bell, but will ring 


y gr Me | the terminals. The batteries are a 
ke’s patent chloride of silver cells, 24 in. long by 


pair of C 
4 in. diameter, and these are let into the base-plate under the 
gong, as shown in the illustration ; this allows of their easy 
removal if necessary. These cells have two brass ca 


forming the positive and negative terminals ; they are coupled 
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in series, contact being made by a small spring. The whole 
apparatus is neat and compact, and commends itself to the 
public ; while for travellers and invalids it is invaluable, all 
that is required being to connect the two wires from an 
ordinary push to the bell terminals, and we believe that the 
cost is very moderate. We understand that the electro- 
motive force of the cells is 1°3 volts each, and their internal 
resistance arranged according to the resistance of the bell 
electro-magnets and outer circuit, so as to waste no battery 
power. This being the case, and these patent cells having, it 
is said, no local action whatever, and not consuming any 
material when not in circuit, they last for a very long time ; 
if used for ordinary bell work they will continue in action for 
from 12 to 18 months. 


ment of Secondary Batteries in Electric Ligh 


‘specification. 


A Vacuum Microphone.—The apparatus which we 


illustrate was devised by Mr. J. Munro, and exhibited at 
a recent ere of the Society of Telegraph Engineers. 
It consists of a glass bulb, M, exhausted by a mercury pump 
to a high vacuum, such as exists in an incandescence lamp. 
Three platinum electrodes, g g and g', are sealed through 
and through the bulb. The first pair of wires, g g, carry 


a plate of stretched iron gauze between them, and the other 
electrode, g', carries a movable piece hinged round it, and 
free to rest lightly against the fixed plate behind. These 
two pieces of gauze are connected in circuit with a battery, 
B, and a telephone, T. A watch, w, is placed on the base- 
board, and its ticking is distinctly and loudly heard in the 
telephone, the sound being — 2 clear and ringing. 
The instrument is very sensitive when well adjusted by 
bringing the poles of an external magnet in front of the 
movable gauze, 9, outside the bulb. | 


The Brush Accumulator,—The works of the Brush 


Electric Company, Cleveland, O., according to American 


reports, are now turning out lead electrodes for the Brush 
accumulator at the rate of 7,700 Ibs. a day. 


Legal.—Mr. Lane-Fox’s Patent for the Employ- 


—This important patent, which is dated 9th October, ae 


came before the Solicitor-General on Friday, 1st June, upon 


an application made by Mr. Lane-Fox to disclaim from his 
patent all the claims originally made by him, except that 
which covers the employment of secondary batteries in com- 
bination with parallel arc distribution, as described in his 
| is application was opposed by the Swan 

nited Electric Light Company, Messrs. R. i. Crompton 
and Co., and the British Electric Light Company, upon 
various grounds, among which were that the invention to 
which Mr. Lane-Fox wished to limit his patent by the pro- 


posed disclaimer was wanting in novelty, that it was not the 


proper subject for a patent, that it was not sufficiently 
described in his provisional specification, and that the pro- 
posed disclaimer would alter the character of the patent. 
Mr. Webster, Q.C., and Mr. Moulton (instructed b 
Messrs. Grover and Humphreys, solicitors, and Mr. J. 6. 
Mewburn, patent agent), appeared for Mr. Lane-Fox in 
support of the disclaimer ; Mr. Aston, Q.C., and Mr. Chad- 
wyck Healey (instructed by Mr. J. H, Johnson, solicitor) 
appeared for the Swan United Company; Mr. Ashton, Q.C., 
and Mr. Phipson Beale (instracted by Messrs. Brooks and 
Son, patent agents) for Messrs. R. E. Crompton & Co., 
and Mr. E. Carpmael (instructed by Messrs. Wilson, Bris- 
tows, & Carpmael, solicitors) for the British Electric Light 
Company. | | 
Evidence in support of the disclaimer was given by Mr. 
Lane-Fox, the patentee, Prof. Fleeming Jenkin, F. R. S., 
Prof. Silvanus Thompson, D. Sc., and Mr. R. Sabine, C. E.; 
and in support of the several oppositions by Mr. J. W. 
Swan, Mr. R. E. Crompton, Dr. Hopkinson, F. R. S., Mr. 
W. H. Preece, F. R. S., Prof. Ayrton, F. R. S., Prof. Oliver 
Lodge, Mr. D. G. Fitzgerald, and Hon. R. Brougham. 
After a long hearing the Solicitor-General decided to 
t Mr. Lane-Fox's application for leave to disclaim. 
he claim under the patent will, therefore, be for the em- 


ployment as described in the specification of secondary 


batteries as reservoirs of electricity in combination with a 
mode or system of distribution such as is therein explained. 
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THE TELEGRAPHIC JOURNAL AND 
Personal.—We learn that Mr. Bennett Pell, who has LATEST QUOTATIONS. 


Hopkins, R. N., 50, Stanhope Gardens. The signatories 
whose names are preceded by an asterisk are directors. 
Directing qualification, 50 ordinary shares ; remuneration, 
£500 per annum. Registered 30th ult., by Burchells & Co., 
5, The Sanctuary, Westminster. 


Society of Telegraph Engineers and Electricians. 
Objects: To acquire the property, rights, and obligations 
of the existing society (established in 1871), and to promote 
the general advancement of electrical and telegraphic 
science and its application. Every member undertakes to 
contribute to the assets, in the event of winding up, such 
sum, not exceeding £1, as may be required. As the pro- 
perty and income of the society will be devoted solely to the 
furtherance of its objects, and not for division as dividend 
or profit, the Board of Trade has granted a licence, in 
pursuance of Section 23 of the Companies Act, 1877, 
authorising the omission of the word limited from the title. 
Signatories: Willoughby Smith, 18, Wharf Road, City 
Road ; Latimer Clark, 6, Westminster Chambers ; W. Grylls 
Adams, 43, Notting Hill Square; H. G. Erichsen, 119, 
Bishopsgate Street Within ; D. E. Hughes, care of London 
Joint Stock Bank, 69, Pall Mall ; W. H. Preece, Wimble- 
don ; C. E. Spagnoletti, Great Western Railway, Padding- 
ton; C. Graves, General Post Office. Registered 31st ult. 
Wilson, Bristowes, & Carpmael, 1, Copthall Buildings. 


The West Coast of America Telegraph Company. 
—This company intimates the restoration of telegraphic communica- 
tion, vid Galveston, with Valparaiso, Mollendo, Arica, Iquique, 
Antofagasta, Santiago de Chili, Buenos Ayres, and all telegraph 
stations in Peru, Chili, and the Argentine Republic. 

The Brazilian Submarine Telegraph Company.— 
The directors have declared an interim dividend of 3s. per share, or 
6 per cent. per annum, free of income-tax, for the quarter ended the 
31st of March last, and payable on the 25th inst. 


TRAFFIC RECEIPTS. 


The Brazilian Submarine Telegraph Company, Limited. The receipts for the week 
ended May 18th amounted to £2,892. 

The Cuba Submarine Tel ph Company, Limited. The number of messages passin 
over the lines of this company during the month of May was 3 848, esti- 
mated to produce £3,300, against 3, messages, producing £3,544, in the 
— — month of last year. The February receipts, estimated at £3,900, 
r 


The Direct Spanish Telegraph Company, Limited. The estimated receipts for 
me month of May were £1,638, ag £1,038 in the corresponding period of 

year. 

The Eastern Extension (Australasia, &c.) Telegraph Company, Limited. The 
receipts for the month of May amounted to £32,156, and 233,087 in the 
corresponding period of 1882. 

The Great Northern Telegraph Company. The receipts for May amounted to 
£22,600. The aggre gate from January Ist to May 3lst amounted to £99,520, 
compared with £94,150 in 1882, and £93,172 in 1881. 

The West India and Panama Telegraph Company, Limited. The estimated receipts 
for the half month ended ay 15th were £3,404, as compared with £3,240 
in the corresponding period of 1882. The January receipts, estimated at £4,669, 
realised £4,684. The estimated receipts for the half month ended May 3)st were 
£3,028, as compared with £3,261 in the corresponding period of 1882. 

The Western and Brazilian Telegraph Company, Limited. The receipts for. the 
week ended May 18th were £1,941, and for the week ended May 25th, £1,931, 
each after deducting the “fifth” of the gross receipts payable to the London 
Platino-Brazilian Telegraph Company, Limited, 


recently resigned the appointment of General Manager to ~~ — 1 
the Eastern Extension Telegraph Company, has become et | snare Name. Paid | Sins, Ra- | 
associated with the firm of Messrs. Johnson & Phillips, s — 
telegraph engineers and electricians. We congratulate | 
Messrs. Johnson & Phillips in having secured the co-opera- ELECTRIC LIGHT. 
tion of a gentleman of such considerable administrative skill 40,000 | 10 ( lAngio-American Brush Co. . . . . . 71 2 448 | 
and wide telegraphic experience. 
30,000 | 5 asian Electric Light, Power & Storage Oo. | 3 
24.900 | 10 British Insulite Ca., Limited. A“ Shares 5| 1 
Obituary.—We much regret having to record the death 330 | 5 |Great Western Misotrie Light & Power G. .. 1 | 
of Sir James Carmichael, Bart., which occurred at 6 o’clock 2498 | 5 |Hammond Electric Light & Power Supply Oo. ....) 24) 24 8 
on Thursday morning, after a few weeks’ illness. Sir James, 172,500} 1 |Maxim-Weston Electric Light and Power Co. . . 1 4 à 
is known to of our readers, was the chairman of gino! ‘à Plisen ool & Ganeral bight 1 
the most successful telegraph company of the day, namely 5 wy ae eut | à 
The Submarine Telegraph Compan was also president | 5 |Swan United Electrie Light Co, Limited . ... 
of the Mediterranean Extension and TELEGRAPHS 
vice-president of the Electric “Sun” Lamp and Power 2 116 so! Str. |Anglo-American, Limited q 100 | 50 - 51 | 50} 
Company. His loss will be regretted by all who were 244d 800, str. Do. — Der. receiving no div. until {| 100 | 82 - 83 | 82 
brought in communication with him, and especially by our- 244.860 Stk.| Do. Deferred 6 p. c. has been paid to Pret. 1 100 | 20 - 21 À 
selves, to whom his kindness and his dignified but genial 130000 | 10 |Brazilfan Submarine, Limited . . ..... .. . 10 | 113-12 | 115 | 
manner will form a most lasting remembrance. 16.00) | 10 "De. A0 er sent Preference 10 | 17-18 1 
13,000 Direct Spanish, Limited. 9 | 
65000 | 20 |Direct United States Cable, Limited. 15. 20 
The Case of M. Philippart.—A telegram, dated 100.000 10 Do. 6 per cent. Debenture, repayable 1884| 100 | 99 -102 
Brussels, June 6th, states that M. was pro- 380,000 10 |Eastern, Limited. . ..... ... ...... .... 10 | 105 
99 free on that day, he giving bail to the amount rn sons 10 | 33 1520 | 
of 15,000f. | 200,0001.| 100 | Do. 5 do. Aug. 1887| 100 |101 -104 
| 260.000. 100 | Do. 5 do do. Aug. 1899} 100 104 -107 | 
199,750 | 10 N Extension, Australasia & China, Limited 10 12 - 121 12.12.34 
NEW COMPANIES REGISTERED. 320,000 | 100| Do. e Debentures, répayabie Web, 1691 109 
500,000 | 100 | Do. 5p.c. (Australian Gov. Subsidy) Deb. 1900 | 100 |104 -107 | 1054 
140,000 | 100 | Do. . registered, repayable 1900 100 104-107 
South Kensington Mutual Electric Lighting and 21 100 | { ZasternandSouth African Limited 8 per cont: 100 aoe 
Supply Compan (Limited ).—Capital £230,000, in £5 345 700 1 100 103 106 
shares. Objects: To n for light ing purposes 22,050 | 10 |German Union Telegraph and Trust Limited. . 91 10} 
in South Kensington and elsewhere. Signatories (with one 163390 | 1° diode Telegraph and Trust, Limited... wh hh Bison 
share each): Sir Charles T. Bright, 20, Bolton Gardens; 16520 10 
J. Collinson, 90, Cromwell Road; OC. M. McHardy, 1, — 
Grenville Place; B. de C. Nixon, 15, Grenville Place; W. 300.000 101 -104 | 
— W. G. Jones, 26, 109.000 Lin cent Debentures, 1880 10 30 | 
burn Place; J. W. Johns, 16, Grenville Place; Sir 3148 | 10 London Platino-Brazilian, Limited . . . 10 | 3h 4 
Stuart Hogg, 14, Southwell Gardens; W. Tyrrell, 95, 10 Ser cent. 19 
Cromwell oad ; Colonel N. Lumsden, 1 8, Southwell ante x, —1 À ————U IT mm 8 97 10 
Gardens; Sir Julius Vogel, 135, Cromwell Road; A. Do | 
Cooper, 80, Gloucester Road; G. F. Chester, 18, Emperor’s | 12 Telegraph Construction and Maintenance: | 39h. 544 | 
R. Armstrong, & Place ; Captain 13 700 and Bonus Trust Verk. 102 140, | 
. de W. Abney, 3, St. Albans’ Road; A. H. Robinson, 5, 12988 100 mer 
Bolton Gardens; R. Romer, 5, Grenville Place; W. S. i, | _20 |Western and Brazilian, Limited mr] 119 | 68 
Gilbert, 24, The Boltons; H. G. Want, 31, Earl’s Court 2 | 100 | Do. 6.0 Mort, Beb series Bof '80,red. Feb. 1910| 100 [208 “119 
1 ? ’ 2 30 ns; R. C. ‘mang Eu aris UO 1288 $1,000 Western A Union of U:8. 7 p.c.1 Mort.(Building)Bds. $1,000 12 42 
Square; Lady Maria Spearman, 3, Grenville Place; T. L. 100. 100 West and Per Cent. Sterling Bonds .... 400 1108 -108 
Read, 11, Petersham Terrace: J. E. Boehm, 78, Cornwall 33 10 Do. 6 per cent. 1st Preference ......| 10 2+ 38 1 
Gardens; Sir C. J. Freake, Bart., 1, Cromwell Houses; the 10, Do. 
, ; t- Con. Tel LA. N 1 4 
field Gardens ; J. Collett, 12, Fopstone Road ; *J. Muirhead, 200,000 : Ose Nos. 82,001 to! 200,000 
23, Regency Street (electrical engineer), and Captain J. O. 10,00 5 | United Telephone Co.. ... . . . . .. ..... .. . . 5| 953. 10 93.3.2 
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OF PUBLISHED SPECIFICATIONS, 1882. 


4691. ‘‘Generation and distribution of electric energy. F. C. 
. Dated October 2. 6d: Has for object to cause el 

generating apparatus to automatically adjust itself to the conditions 
of the circuit, and either keep a constant current flowing therein, or 
maintain a constant difference of electromotive force between the 
two ends of the external circuit independently of the varying resis- 
tances or conditions of the said circuit. For this purpose the inven- 
tor arranges the exciting circuit of the field- ets of the generator 
or generators in such wise that the combined effects of the exciting 
current or currents, and of the current in the armature will produce 
a sensibly constant magnetic field; that is to say, he causes the 
magnetising effect of the current which flows round the magnet coils 
to increase at the same rate as the opposing or demagnetising effect 
of the current in the armature coils, and vice versé ; thus the vs. 
= r will attain its maximum when the armature is develop- 
ing the full amount of current for which it is designed, and will 
attain its minimum when an infinite or approximately infinite resis- 
tance is inserted in the circuit fed by the armature coils. This mini- 
mum magnetising effect of the exciting current is that which is 
Le to produce the required electromotive force in the armature 
when there is no opposing or demagnetising current in those 
coils. 

4694. Machinery for generating and utilising electricity.“ E. 
Epwarps, A. F. Sr. GOR, and H. L. Prims. Dated October 3. 
6d. This invention relates more especially to machinery or apparatus 
used for the purpose of generating a current or currents of electricity 
to be used for obtaining light, motive-power, or for other purposes. 
It has for its objects new and improved methods of constructing and 
arranging the parts of the apparatus, so that it is very simple and 
easily and cheaply made, and so that the current or currents of 
electricity generated by it are very uniform and constant in character, 


a moderate amount of power only being required. Fig. 1 is a 


FIG i. 
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transverse section of the machine, and fig. 2 is a separate view of the 
revolving helical armature, which is shown, having three pairs of 
projecting helically shaped arms or ribs. a, a, is the field-magnet, 
which may be of any suitable form and construction, 5 is a hollow 
central axis carried in suitable bearings, and having fixed upon it the 
armature, e, consisting of a large number of thin soft iron plates, cl, cl, 
precisely similar, and each having six radial arms. Each su ing 
plate, cl, has a slight angular advance in its position up the shaft or 
axis, ö, as compared with the preceding one, so that the whole series, 
when adjusted and tightened by the nut, 4, form radial helical ribs or 
teeth of any desired pitch, and at equal distances apart. Round the 
helically arranged arms are wound coils of insulated wire, e, of length 
and thickness proportioned to the purpose to which the apparatus is 
to be applied, and the ends of these coils are brought to a collecting 
and commutating or regulating device, /, of any of the ordinary well- 
knownkinds. Instead of forming each arm of a large number ofseparate 
plates as described, it may be formed of solid metal made or curved 
to the proper helical shape, as illustrated in figures 3 and 4, in which 
is shown a soft iron armature, g, having two opposite parallel recesses 
in which the insulated wire coil or coils, à is wound; the whole arma- 
ture and coil are shown in fig. 4 twisted helically, in the same 
manner and for the same purpose as in the arrangements first de- 
scribed, but the armature is shown of solid metal instead of being 
built up of separate thin plates. As a modification of the arrange- 
ments described, the revolving armature may be made with its arms 
— with its axis instead of helical, the poles of the field-magnet 
eing made helical. Or the arms of the revolving armature and the 
poles of the field-magnet may both be made more or less helical. 


4695. ‘Electric lamps.“ E. Epwarps and A. F. Sr. GEoRce. 
Dated October 3. 6d. Relates to that form of electric lamps, or appa- 
ratus for producing light by means of electricity, which is known as 
an are light, in which the light is produced by the passage of a 
current of electricity between the extremities of carbonrods. In such 
electric lamps it is necessary that the extremities of the carbon rods 
described should be retained constantly at as nearly as possible the 
same distance apart, in order that the light may be steady, uniform, 
and as free as possible from flickering and variation ; and the present 
invention has for its object improved methods of constructing and 
arranging apparatus by which such distance may be automatically 
preserved constant as the length of carbon decreases. 


4696. ‘Electrical accumulators or secondary batteries.“ A. F. 
Sr. GEORGE. Dated October 3. 2d. The invention has for its ob- 


jects novel methods of constructing and operating such accumulators . 
or secondary batteries, so that they are Tighter. more compact, and 
more easily transported from place to place when desired, and are at 
the same time more effective than such apparatus as heretofore ordi- 
narily constructed and used. (Provisional only.) 


4712. ‘‘ Electric bells and alarm clocks, Ko. B. W. WIInn and H. 
P. F. Jensen and J. Jensen. Dated October 3. 6d. Relates to elec- 
tric bells and alarm clocks and apparatus to be used in connection 
therewith, and the said invention comprises various improvements 
and novel features hereinafter described. According to one part of 
the said invention, the inventors combine with a clock of suitable 
construction an electric battery and bell, and apparatus whereby the 
said clock can be set (in a similar manner to an ordinary alarm lock 
C and cause the be 

sounded. 


4717. ‘‘ Disc dynamo and magneto-electric machines. J. Gorpon 
and J. Gray. Dated October 4. 6d. Two discs rotate on parallel 
axes, with their peripheries pressed in contact by springs, or other- 
wise, so that the one may drive the other after the manner of friction 
wheels. These discs consist of thin sheets of brass, copper, or any 
other good conductor of electricity ; this thin web of the disc is sur- 
rounded by a ring or flange to form a broad surface of contact when 
the two discs are pressed together. The discs are divided by radial 
cuts running from the circumference to within a few inches of the 
centre, into a considerable number of sections. A magnet is placed 
over the discs, so that its pole-pieces shall cover two sections at least 
of each disc lying about the line of centres. The magnet may be an 
electro or permanent magnet; but an electro-magnet is preferable. 
The current in the rotating discs or armature passes from the axis of 
one disc, through the point of contact of the two discs to the other 
disc. The magnet coils are connected up in shunt circuit to the 

ings. The main external circuit is also connected to the 
bearings. 


4718. ‘‘ Electric railways, &.“ J. Horxrnson. Dated October 
4. 6d. Has for its principal object to provide means in connection 
with electric railways whereby leakage of the electric current is pre- 
vented or greatly diminished. According to the said invention the 
inventor divides the rail (either one or both of a pair) into sections or 
lengths insulated from each other. He carries the conductor along 
the track preferably completely * — said conductor, and he 
leads from it branches to each section or length of rail. In each of 
these branches he provides a switch by which communication with the 
conductor is maintained whilst sufficient current flows by an electro- 
magnet through the coils of which the current passes. 


4735. „Secondary batteries.“ C. T. Kixezerr. Dated October 
5. 4d. Relates to secondary batteries or so called magazines of 
electricity and has reference to novel means for effecting the storage 
of energy developed by the agency of primary batteries or dynamo 
machines or otherwise. Instead of employing dilute sulphuric acid 
as the electrolyte as is generally done, the inventor employs solutions 
of salts of the earths or alkalies, such for example as the sulphate of 
sodium, and by this proceeding he is enabled to use, partially or 
entirely, the metal iron in the construction of the electrodes or ter- 
minal plates or supports or retainers or frames upon, against or in 
which the active material or materials employed is or are deposited 
placed or fixed. 


4740. „Call apparatus for hone lines. M. Benson. (Com- 
municated from abroad by J. P. Stabler of North America.) Dated 
October 5. 1s. In those systems of telephone service where there 
is a Central Office or Exchange from which service wires 
radiate to the Several subscribers’ stations, there are necessarily atten- 
dants or operators at said central office, whose duties are to 
answer the signals made by persons at said stations, and to place oy 
two of them so desiring in communication. In order to accompli 
this it is oe ag À og the operator shall be able to send as well as 
receive signals. e signal to the exchange is usually the 2 5 
of an annunciator; that to the subscriber is the sounding of a bell. 
One service wire may extend to a single subscriber’s station or to a 
number of such stations. In the latter case there are two systems or 
modes of calling the subscriber with whom it is desired to communi- 
cate. The first and most generally employed is that wherein each 
local station bell on that line is caused to sound the number designat- 
ing the subscriber’s station with which communication is desired. 
The other system is designated the ‘‘ individual call,’’ because no bell 
is sounded except at the station which it is desired to call. The in- 
vention relates to the latter system. In all instruments heretofore 
devised for individual calls, wherein the mechanism of each local 
station instrument is brought into position by successive electrical 
impulses, these impulses are controlled by a manual key; that is to 
say, the circuit is closed for each impulse by a key actuated by the 
hand of the operator. It is evident that in this method the manual 
dexterity of the operator is the limitation as to speed, and that it is 
also liable to inaccuracies in accordance with the operator’s personal 
equation of error. The invention substitutes an automatic electrical 
pole changer to control the currents which move the mechanism into 
position, and thus greatly facilitates the operation and eliminates the 
personal equation of error, and substitutes an automatic stop for the 
manual stop depending upon the observation of the operator to limit 
the movement of the mechanism. 


4752. ‘*Intensifying fluorescent or phosphorescent electric light- 
ing, Ko.“ R. Kennepy. Dated October 6. 6d. This invention 
rovides means of intensifying and increasing the lights produced by 
— high tension charges of electricity in vacuo between two 
or more metal or carbon or other conducting or Le mp 4 conductin 
bodies ; these bodies may be pointed wires or balls or flat discs, an 
sometimes both, partly or altogether coated with various fluorescent 
substances, or with phosphorescent substances such as sulphuret of 
barium or sulphuret of calcium. An important feature of this inven- 
tion is the use or application of the oxides of the alkaline metals for 
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in the light produced by the discharge of high tension or 
negative electricity in vacuo. For this purpose the inventor uses 
such oxides as alumina or magnesia in the form of extremely thin 
a plates, or tissues ; and he obtains such strips, plates, or tissues 
in the necessary condition either in the ash of 22 paper in the 
manufacture of which alumina or clay is used, or the oxides may be 
pressed or rolled into pieces of the necessary thinness or lightness. 


4756. ‘‘Secondary voltaic batteries. A. Kuorinsxy. Dated 
October 6. 2d. In preparing the elements of secondary voltaic bat- 
teries it is usual to employ one of the lower oxides of lead such as red 
lead, and then to subject the elements to long-continued electrolytic 
action, whereby this substance is converted into a higher oxide, the 
peroxide. According to this invention, the inventor, in the first 
place, prepares chemically the peroxide of lead, thus avoiding loss of 
time and expenditure of electrical energy ; and he employs the per- 
oxide so produced to form part of the battery elements, the battery 
being thus at once ready to receive a charge of electricity. The 
chemical prodess which he employs to produce the peroxide is to treat 
red lead with dilute nitric acid, or to subject hydrated oxide of lead 
such as white lead to the action of chlorine. The peroxide of lead 
produced in either of these ways is made up with subdivided lead in 
any known form; for example, it may be used in combination with 
plates of or fibrous lead, or with network of lead, or with a 
mass of lead wires, pellets or granules. 


4764. ‘* Electrical apparatus for the propulsion of boats.“ A. 
Recxenzaun. Dated October 6. 2d. Relates to the utilisation of 
eléctric energy for the propulsion of boats, and comprises the em- 
ployment of electric motors, generators, and secondary batteries or 
accumulators. (Void by reason of the patentee having neglected to file a 
specification in pursuance of the conditions of the letters patent.) 


4768. ‘‘ Covering wire for electrical >. greg J. J. C. Surrn. 
Dated October 7. 6d. Consists essentially in taking rubber com- 
position or other vulcanisable compound or any other suitable water - 
proof insulating compound in its plastic state, laying it in a thin film 
or sheet on a woven or other sufficiently strong fabric, pressing them 
together by calendering or otherwise, so as to incorporate the rubber 
with the cloth, then cutting the so-prepared sheet in a long strip of 
sufficient width to reach around the wire longitudinally, leaving a sur- 
plus for a joining flange drawing this tightly around the wire and bring- 

the faces of the compound together with the pressure so that the 
rubber is inseparably united around the wire. e projecting flange 
or edge of rubber and fibrous material thus produced, is then cut off 
so as to leave the wire covered with a thin jointless film or coverin 
of rubber composition surrounded by a fibrous envelope, after whi 
the covering is vulcanised on the wire by the requisite de of heat 
applied in any usual or suitable manner, but preferably ugh the 
medium of a water bath and under heavy pressure, or packing in 
powdered soap stone. | 


4771. ‘* Production of electric light, &.’’ O. G. Prrrcenarp. 
Dated October 7. 6d. Relates toan improvement in the production 
of the electric light whereby great steadiness is insured, the feeding 
of the carbon being rendered absolutely imperceptible. The invention 
consists in causing the carbons to be brought into contact and separated 
to form the arc at such rapidly recurring intervals that by virtue of 
the persistence of vision, the intermittent character of the light due 
to the arc shall not be perceptible to theeye. This end is attained by 
imparting to the one carbon an exceedingly rapid reciprocating motion 
of uniform extent in the direction of the other carbon, which is mean- 
while steadily fed up to the point of contact, the carbon which receives 
this reciprocating or percussive action virtually forming an abutment 
for the other carbon to press against, constantly as it were, so that 
the carbon will be continually fed up as fast as it is consumed, and the 
relation of the one carbon to the other wili therefore be to all practical 
intents and purposes maintained absolutely constant. 


4777. Mechanism for electrical communication on railways.“ 
R. Tarmam. Dated October 7. 6d. Relates to improvements in 
mechanism or apparatus by means of which electrical communication 
may be established between one portion of a railway train and 
another portion thereof, or between separate railway trains when 
travelling in the same or in opposite directions, or between a train 
and a railway station or stations or a telegraph office or station or 
vice rersd. For the above object the inventor places between or in 
proximity to the rails upon which the train or trains travel an addi- 
tional rail or rails formed of suitable material supported in such 
manner as to be electrically insulated. The aforesaid insulated rail 
or rails communicate electrically with any ordinary telephonic or 
telegraphic apparatus for receiving and transmitting intelligence, 
which apparatus is placed in the guard’s van or other part of the 


. train by means of a wheel or wheels or other equivalent having 


a grooved angular or other form of periphery to correspond with the 
contour of the above-named insulated rail or rails, such wheel or 
wheels or other equivalent having a grooved angular or other form of 
3 to correspond with the contour of the above named insu- 

rail or rails, such wheel or wheels or other equivalent being 
carried by levers acted upon by springs or weights so as to be kept 
in contact with the insulated rail or rails aforesaid, or instead of the 
before-named wheel or wheels it is proposed in some cases to make 
use of plates or springs of metal mounted or held so as to be 
capable of sliding in contact with the insulated rail or rails before 
named, so as to make electrical contact therewith. 


4780. ‘‘Electric lamps.“ S. F. Wazxer and F. G. Ozxrves. 
Dated October 7. 6d. lates to electric or voltaic arc lamps, and 
is designed to provide the same with improved feed mechanism to be 
applied to one or both of the carbons or electrodes to determine or 
regulate their approximation to each other, and thereby prevent 
variations or fluctuations of the light. For this purpose the inventors 
combine with one or both of the electrodes a clutch, which is 
arranged, controlled, and operated in such a manner that the elec- 


trode to which it is applied will be thereby held or drawn back, or 
permitted to ap . e other electrode in proportion to the rate of 
combustion of the electrodes. 

4809. Secon batteries.” R. Tarnax and A. Hotties. 
Dated October 10. 4d. Consists essentially in constructing the posi- 
tive and negative elements of the battery with increased acting sur- 
face, in comparison with the weight and in employing a mixture or 
combination of vegetable fibre and metal for that purpose. Under 
the first part. Paper-making pulp, prepared from unsized paper, 
cotton or linen rags, or any other vegetable fibre, is mixed when 
moist with 80 to 90 per cent. of peroxide of lead for the positive plate 
of the battery, or with 80 to 90 per cent. of sub-oxide of 1 for 
the negative plate, the whole is left to settle down, after which a thin 
lead plate is coated on each side with this mixture to a depth of from 
one-eighth to a quarter of an inch, the whole is then placed in a 
mould and submitted to a heavy pressure, it is afterwards dried at a 
gentle heat and the edges carefully varnished. The plates are now 
ready to set up in pairs, and will be found to polarise very — 
Under the second part. Plates are prepared by mixing the vegetab 

ulp above-mentioned with lead in a fine state of division, obtained 

y mixing red lead to a paste with boiled linseed oil, and submittin 
the whole to the action of dilute sulphuric acid. Under the third 
part. Oxide of lead is partly reduced by chemical means and 
employed in combination with the vegetable pulp as the negative 
element. 


PROCEEDINGS OF SOCIETIES. 
The Society of Telegraph Engineers and of Electricians. 


(Continued from page 464.) 


Maxwezz describes an experiment of Beetz, in which an exceed- 
ingly small filament of iron was deposited by electrotype, under 
the influence of a strong magnetic field, in order to arrive at the 
inherent polarity of comparatively few molecules, and, as its mag- 
netic force was very great, he regards the experiment as conclusive. 
My own experiments show that we have far less external magnetic 
force from a solid bar than from a thin tube or flat bar of the same 
surface exposed to a limited exciting cause. We know that mag- 
netism does not penetrate to a very great depth, and we also know 
that, if to a thin steel permanent magnet we place another piece 
unmagnetised, or, better still, a rod of soft iron, its external polarity 
is greatly reduced ; 1 the external evidence of 7 | 
is not a direct measure of the degree of rotation, nor of 
inherent polarity of its mass. We may have a great superficial 
external rotation superposed upon rotations of an opposite nature, 
as will be seen later; and thus the internal molecules of a magnet 
often act more or less as an external armature in closing its circle 
of attractions. 

I have stated my belief that the molecule itself possesses its 
inherent polarity, which, like gravity, is an endowed quality for 
which we have no more reason to suspect the cause to be elementary 
electric currents than that elementary currents should be the cause 
of gravity, chemical affinity, or cohesion and its pe power of 
crystallisation, most of which are affected by an electric current. 
0 Lee a certain analogy between electric currents and magnetism, 
but not so oy as the analogy between the magnetic polarity of a 
molecule and its other endowed qualities. 

Magnetism, like chemical affinity, cohesion, and crystallisation, has 
its critical points. Faraday discovered that at red-yellow heat iron 
instantly lost its apparent polar magnetic power, to be as instantly 
restored at red heat, the critical point varying in iron, steel, &c., and 
being the lowest in nickel. This would be difficult to explain upon 
Ampère’s theory, as we should have to admit the instant destruction 
or cessation of the elementary currents, to be again restored at a few 
degrees less temperature. It would be equally difficult to explain 
under my view, if it did not belong to a whole class of phenomena 
due to the possession by the molecules of various endowed qualities, 
of which chemistry and all our means of research can only teach us 
their critical points, without attempting to explain a instance, 
iron has a greater affinity for oxygen than gold. We know that it is 
so; we know that the molecules of all matter are endowed with cer- 
tain qualities having certain critical points, and I can see no reason 
for separating their magnetic inherent polarity from their numerous 
other qualities. 


Neutrality. 

The apparatus needed for researches upon evident external polarity 
requires no very great skill or thought, but — à À an apparatus to 
measure correctly the force of the evident repulsion or attraction ; 
in the case of neutrality, however, the external polarity disappears, 
and we consequently require special apparatus, together with the 
utmost care and reflection in its use. | 

Fromnumerousresearches previously made by meansof theinduction 
balance, the results of which I have already published, I felt convinced 
that in investigating the cause of magnetism and neutrality I should 
have in it the aid of the most powerful instrument of research ever 
brought to bear upon the molecular construction of iron, as indeed of 
all metals. It neglects all forces which do not produce a change in 
the molecular structure, and enables us to penetrate at once to the 
interior of a magnet or piece of iron, observing only its peculiar 
structure and the change which takes place during magnetisation or 
apparent neutrality. 

The induction balance is affected by three distinct arrangements of 
molecular structure in iron and steel, by means of which we have 
apparent external neutrality. 

ig. 1 shows several polar directions of the molecules as indicated 
by the arrows. Poisson assumed, as a necessity of his theory, that a 
molecule is spherical, but Dr. Joule’s experimental proof of the 
elongation of iron by +z;457 of its length when magnetised, proves 
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at least that its form is not spherical ; and as I am unable at present 
to demonstrate my own views as to its exact form, I have simply in- 
dicated its polar direction by arrows—the dotted oval lines merely 
indicating its limits of free elastic rotation. 

In fig. 1, at a, we have neutrality by the mutual attraction of each 
pair of molecules, teing the shortest path in which they could satisfy 
their mutual attractions. At B we have the case of su 
magnetism of equal external value, rendering the wire or rod appa- 
rently neutral, although a lower series of mo es are rotated in the 
opposite direction to the upper series, giving to the rod opposite and 
equal polarities. At o we have the molecules arranged in a circular 
chain around the axis of a wire or rod through which an electric 
current has At p we have the evident polarity induced by 
the earth’s directive influence when a soft iron rod is held in the 

etic meridian. At E we have a longitudinal neutrality produced 
in the same rod when placed magnetic west, the polarity in the latter 
rfectl trical t, 
ese cases we have a symme arrangemen 
and I have not yet found a PA case tn well-annealed soft iron in 
which I could detect a heterogenev u + arrangement, as supposed by 
Ampère, De la Rive, Weber, Wiedemanr, aud Maxwell. 

e can only study neutrality with perfectly soft Swedish iron. 
Hard iron and steel retain previous magnetisations, and an apparent 
external neutrality would in most cases be the superposition of one 
magnetism upon another of equal external force in the opposite 
direction, as shown at B, fig. 1. Perfectly soft iron we can easily 
free, by vibrations, from the slightest trace of previous magnetism, 
and study the neutrality produced under varying conditions. 

If we take a flat bar of soft iron of 30 or more centimétres in 
length, and hold it vertically 1 thus held a few torsions, 
vibrations, or, better still, a few slight blows with a wooden mallet, 
in order to allow its molecules to rotate with perfect freedom), we 


Coulomb’s, Poisson’s, Ampére’s or Weber's, there can exist no 
haphazard arrangement in perfectly soft iron, as long as it is free 
from all ex causes except the influence of the earth; conse- 
quently these theories are wrong in one of their most essential parts. 

We can, however, produce a closed circle of mutual attraction in 
iron and — prone. | complete neutrality as long as the structure 
is not destroyed by some stronger external directing influence. 

Oersted discovered that an external magnetic needle places itself 
perpendicular to an electric current; and we should expect that, if 
the molecules of an iron wire inherent polarity and could 
rotate, a similar effect would take place in the interior of the wire to 
that observed by Oersted. Wiedemann first remarked this effect, 
and it has been known as circular magnetism. This circle, however, 
consists really in each molecule — placed itself ig ve gd 
to the current, simply obeying Oersted’s law, and thus forming a 
complete circle in which the mutual attractions of the molecules 
forming that circle are satisfied, as shown at o, fig. 1. This wire 
becomes completely neutral, any previous 33 arrangement 
of polarity rotating to form its — pres circle of attractions; and we 
can thus form in hard iron and steel a neutrality extremely difficult to 
break up or destroy. We have evident proof that this neutrality 
consists of a —1 chain, or circle, as by torsion we can partially 
deflect them on either side ; thus from a perfect externally neutral 
wire, producing either polarity, by simple mechanical angular dis- 
placement of the molecules, as by right or left-handed torsion. 

If we magnetise a wire placed east and west, it will retain this 
polarity until freed by vibrations, as already remarked. If we pass 
an electric current through this magnetised wire, we can notice the 
gradual rotation of the molecules, and the formation of the circular 
neutrality. If we commence with a weak current, gradually increasing 
its strength, we can rotate them as slowly as may be desired. There 
is no sudden break or haphazard moment of neutrality, the move- 

symmetry 


find its lower end to be of strong north polarity, and its u end ments to perfect zero are accomplished with ect 
south. On reversing the rod rm | — the viheoiions, we find — 2 
FI. 1. 
ah. 
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that its lower end has R a similar north polarity. Thus the 
iron is homogeneous, and its polarity symmetrical. If we now mag- 
netise this rod to produce a strong south pole at its lower portion, we 
can gradually reverse this polarity, by the influence of earth’s mag- 
netism, by slightly tapping the upper extremity with a small wooden 
mallet. we observe this rod by means of a direction needle at all 
parts, and 2 during its gradual passage from one polarity 
to the other, there will be no sudden break into an haphazard arrange- 
ment, but a gradual and perfectly symmetrical rotation from one 
direction to that of the opposite polarity. 

If this rod is placed east and west, having first, say, a north 
polarity to the right, we can gradually * or rotate the 
molecules to zero, and as gradually reverse the polarity by simply 
inclining the rod so as to be slightly influenced by earth's magnetism; 
and as no portion of this passage from one polarity to neutrality, and 
to that of the opposite name, will there be found a break of continuity 
of rotation or haphazard arrangement. If we rotate this rod slowly, 
horizontally or vertically, taking observations at each few degrees of 
rotation of an entire revolution, we find still the same gradual sym- 
metrical change of Parme , and that its symmetry is as complete at 
neutrality as in evident polarity. 

In all these cases there is no complete neutrality, the longitudinal 
polarity simply becoming transversal when the —4 is east and west. 
F, d, H, 1, J, fig. 1, show this gradual change, x being neutral longi- 
tudinally, but polarised transversely. If, in place of the rod, we take 
a small square soft iron plate and allow its molecules freedom under 
the sole influence of the earth’s magnetism, then we invariably find 
the polarity in the direction of the magnetic dip, no matter in what 
position it be held, and a sphere of soft iron can only be polarised in 
a similar direction. Thus we can never obtain complete external 
neutrality whilst the molecules have freedom and do not form an 
internal closed circle of mutual attractions ; and whatever theory we 
may adopt as to the cause of polarity in the molecule, such as 


We can produce a more perfect and shorter circle of attractions by 
the superposition of magnetism, as at B, fig1. If we magnetise a 
piece of steel or iron in a given direction with a strong magnetic 
directing power, the magnetism penetrates to a certain depth. If we 
slightly diminish the magnetising power, and magnetise the rod in a 
contrary direction, we may reduce it to zero, by the superposition of 
an exterior magnetism upon one of a contrary name <n" at a 
greater depth ; and if we continue this operation, gradually dimin- 
ishing the force at each reversal, we can easily superpose ten or more 
distinct symmetrical arrangements, and, as their mutual attractions 
are satisfied in a shorter circle than in that produced by electricity, 
it is extremely difficult to destroy this formation when once produced. 

The induction balance affords also some reasons for believing that 
the molecules not only form a closed circle of attractions, as at B, but 
that they can mu react upon each other, so as to close a circle of 
attractions as a double molecule, as shown at a. The experimental 
evidence, however, is not sufficient to dwell on this point, as the neu- 
trality obtained by superposition is somewhat similar in its external 
effects. 

We can produce a perfectly symmetrical closed circle of attractions 
of the nature of the neutrality of c, fig. 1, by forming a steel wire 
into a closed circle, 10 centimétres in diameter, if this wire is well 
joined at its extremities by twisting and soldering. We can then 
magnetise this ring by slowly revolving it at the extremity of one 
pole of a strong permanent magnet; and, to avoid consequent poles 
at the part last touching the magnet, we should have a uatin 
wedge of wood, so that whilst revolving it may be gradually remo 
to greater distance. This wire will then contain no consequent points 
or external magnetism: it will be found perfectly neutral in all parts 
of its closed circle. Its neutrality is similar to c, fig. 3; for if we 
cut this wire at any point we find extremely strong maynetic polarity 
being magnetised by this method to saturation, and having retained 
(which it will indefinitely) its circle of attractions complete. 
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I have already shown that soft iron, when its molecules are allowed 
perfect freedom vibration, invariably takes the polarity of the 
external directing influence, such as that of the earth, and it does so 
even with greater freedom under the influence of heat. Manufac- 
turers of electro-magnets for 1 instruments are very careful 
to choose the softest iron and thoroughly anneal it; but very few 
recognise the importance as regards position of the iron whilst 
annealing it under the earth’s directing influence. The fact, however, 
has long since been observed. 

Dr. Hooke, 1684, remarked that steel or iron was magnetised when 
heated to redness and placed in the magnetic meridian. I have 
slightly varied this e by heating to redness three similar 
steel pou two of whi À mag — previously etised to pe 
tion, and placed separately with con polarity as regards eac 
other, the third being neutral. Lens. these three bars were 
found to have identical and similar polarity. Thus the molecules of 
this most rigid material, cast steel, had become free at red heat, and 
rotated under the earth’s magnetic influence, giving exactly the same 
force on each ; consequently the previous magnetisation of two of 
these bars had neither augmented nor weakened the inherent polarity 
of their molecules. Soft iron gives under those conditions by far 
838 force, its inherent polarity being greater than that of 


I have made numerous other experiments bearing upon the question 
of neutrality, but they all confirm those I have cited, which I consider 
afford ample evidence of the symmetrical arrangement of neutrality. 


Superposed Magnetism. 

Knowing that by torsion we can rotate or diminish magnetism, I 
was anxious to obtain by its means a complete rotation from 
north polarity to neutrality, and from neutrality to south polarity, 
or to completely reverse magnetic polarity by a slight right or left 
torsion. 

I have succeeded in doing this, and in ge = À strong reversal of 
polarities, by superposing one polarity given whilst the rod is under 
a right elastic torsion, with another of the opposite polarity given 
under a left elastic torsion, the neutral point then being reached when 
therodisfree from torsion. The rod should be very strongly magnetised 
under its first or right-hand torsion, so that its interior molecules are 
rotated, or, in other words, magnetised to saturation; the second 
magnetisation in the contrary sense and torsion should be feebler, so 
as only to magnetise the surface, or not more than one-half its depth ; 
these can be easily adjusted to each other so as to form a complete 
polar balance of force, producing, when the rod is free from torsion, 
the neutrality as shown at 8, fig. 1. 

The apparatus needed is simply a good compound horse-shoe 
permanent magnet, 15 centimétres long, having 6 or more plates, 
giving it a total thickness of at least 3 centimètres. We need a 
sufficiently powerful magnet, as I find that I obtain a more equal 
distribution of magnetism upon a rod or strip of iron by drawing it 

wise over a ag pole in a direction from that pole, as shown 
in fig. 2; we can then obtain saturation by repeated drawings, 
keeping the same molecular qe in each experiment. 

In order to apply a slight elastic torsion when magnetising rods or 
wires, I have found it convenient to attach two brass clamp trees to 
the extremities of the rods, or simply turn the ends at right angles, 
as shown in the following diagram, by which means we can apply an 
elastic twist or torsion whilst drawing the rod over the pole of the 
permanent magnet. We can thus a several and opposite 
symmetrical structures, producing a polar north or south as desired, 
greatly in excess of that possible under a single or even double 
magnetisation ; and by carefully adjusting the proportion of opposing 
magnetisms, so that both polarities have the same external force, the 
rod will be at perfect external neutrality when free from torsion. 

If we now hold one end of this rod at a few centimètres distance 
from a magnetic directive needle, we find it perfectly neutral when 
free of torsion ; but the slightest torsion right or left at once produces 
violent repulsion or attraction, according to the direction of the tor- 
sion given to the rod, the iron rod or strips of hoop-iron which I use 
for this experiment being able, when at the distance of 5 centimètres 
from the needle, to turn instantly 90° on either side of its zero. 

The external neutrality that we can now produce at willis absolute, 
as it crosses the line of two contrary polarities, being similar to the 
zero of my electric sonometer, whose zero is obtained by the crossing 


of two opposing electric forces. 

This of iron retains its peculiar powers of reversal in a remark- 
able degree, a condition quite different to that of ordinary magnetis- 
ation, for the same rod, when magnetised to saturation under a single 
ordinary magnetism, loses its evident magnetism by a few elastic 
torsions, as I have already shown; but when it is magnetised under 
the double torsion with its superposed magnetism, it is but slightly 
reduced by variations or numerous torsions, and I have found it im- 
possible to render this rod again free from its double polar effects, 
except by strongly remagnetising it to saturation with a single 

larity. The superposed magnetism then becomes a single directive 

orce, and we can then by a few vibrations or torsions reduce the rod 
to its ordinary condition. 

The effects of superposed magnetism and its double polarity I have 
produced in a variety of ways, such as by the electro-magnetic 
influence of coils, or in very soft iron simply by the directive influence 
of the earth’s magnetism, reversing the rod and torsions when held in 
the magnetic meridian, these rods when placed magnetic west show- 
ing distinctly the double polar effects. 

t is remarkable, also, that we are enabled to superpose and obtain 
the maximum effects on thin strips of iron from } to } millimetre in 
thickness, whilst in thicker rods we have far less effect, being masked 
by the comparatively neutral state of the interior, the exterior mole- 
cules then reacting upon those of the interior, allowing them to com- 
plete in the interior their circle of attractions. 

Was anxious to obtain wires which would preserve this structure 
against the destructive influence of torsion and vibrations, so that I 


could constantly employ the same wires without the comparatively 
long and tedious process of preparation. Soft iron soon loses the 
structure, or becomes enfeebled, under the constant to and fro torsions 
requisite where we desire a constant change of polarity, as described 
later in the magnetic bells. Hard steel preserves its structure, but 
its molecular rigidity is so great that we obtain but mere traces of 
any change of polarity by torsion. I have found, however, that fine 
cast drill steel, untempered, of the kind employed by watchmakers, 
is most suitable: these are generally sold in straight lengths of 30 
centimètres. Wires 1 millimètre in diameter should be used, and 
when it is desired to increase the force, several of these wires, say, 
nine or ten, should be formed into a single rod or bunch. 

The wire as sold is too rigid to give its maximum of molecular rota- 
tion effect. We must therefore give it two entire turns or twists to 
the right, and strongly magnetise it on the north pole of the magnet 
whilst under torsion. We must again repeat this operation in the 
contrary direction, after restoring the wire to its previous position, 
giving now two entire turns to the left and magnetising it on the 
south pole. On restoring the wire to its original place, it will be 
extremely flexible, and we may now superpose several contrary 
polarities under contrary torsions, as already described. 

The power of these wires, if properly prepared, is most remarkable, 
being able to reverse their she under torsion, as if they were 
completely saturated; and they preserve this power indefinitely if 
not touched by a magnet. It would be extremely difficult to explain 
the action of the rotative effects obtained in these wires under any 
other theory than that which I have advanced; and the absolute ex- 
ternal neutrality that we obtain in them when the polarities are 
changing, we know, from their structure, to be perfectly etrical. 

I was anxious to show, upon the reading of this Paper, some 
mechanical movement produced by molecular rotation, consequently I 
have arranged two bells that are struck alternately by a polarised 
armature put in motion by the double polarised rod I — already 
described, but whose position, at 3 centimétres distant from the axis 
of the armature, remains invariably the same. The magnetic arma- 
ture consists of a horizontal light steel bar s ded by its central 
axle; the bells are thin wine glasses, giving a clear musical tone loud 
enough, by the force with which they are struck, to be clearly heard 
at some distance. The armature does not strike these alternately by 
a pendulous movement, as we may easily strike only one continuously, 
the friction and inertia of the armature causing its movements to 

rfectly dead-beat when not driven by some external force ; and it is 
kept in its zero position by a strong directive magnet placed beneath 
its axle. 

The mechanical power obtained is extremely evident, and is suffi- 
cient to put the sluggish armature in rapid motion, striking the bells 
six times per second, and with a power sufficient to produce tones 
loud — te be clearly heard in all parts of the hall of the society. 
As this is the first direct transformation of molecular motion into 
mechanical movement, I am happy to show it on this occasion. 

There is nothing remarkable in the bells themselves, as they 
evidently could be rung if the armature was surrounded by a coil 
and worked by an electric current from a few cells. The marvel, 
however, is in the small steel superposed magnetic wire producing 
by slight elastic torsions from a single wire, 1 millimètre in diameter, 
sufficient force from mere molecular rotation to entirely replace the 
coil and electric current. 


Elastic Nature of the Ether surrounding the Magnetic Molecules. 


During these researches I have remarked a peculiar property of 
magnetism, viz., that not only can the molecules be rotated through 
any degree of any arc to its maximum, or saturation, but that, whilst 
it requires a comparatively strong force to overcome its rigidity or 
resistance to rotation, it has a small field of its own through which it 
can move with excessive freedom, trembling, vibrating, or rotating 
through a small degree with infinitely less force than would be 
required to rotate it permanently on either side. This property is so 
marked and general that we can observe it without any special iron 
or apparatus. 

Let us take a flat rod of ordinary hoop-iron, 30 or more centimétres 
in length. If, whilst holding this vertically, we give freedom to its 
molecules by torsions, vibrations, or, better still, by a few blows with 
a wooden mallet upon its upper extremity, we find, as is well known, 
that its lower portion is strongly north, and its upper south. If we 
reverse this rod, we now it neutral at both extremities. We 
might here suppose that the earth’s directing force had rotated the 
molecules to zero or transversely, which in reality it has done, but 
only to the limit of their comparatively free motion ; for if we reverse 
the rod to its original position, its previous strong polarity reappears 
at both extremities, thus the central point of its free motion is inclined 
to the rod, giving by its free motion great symmetrical inclination 
and polarity in one — but when reversed the inclination is 
reduced to zero. 

In fig. 3, D shows the bar of iron when strongly polarised by 
earth’s magnetic influence, under vibrations, with a sufficient force 
to have rotated its elastic centre of action. © shows the same bar 
with its molecules at zero, or transversal, the directing force of earth 
being insufficient without the aid of mechanical vibration to allow 
them to change. The dotted lines of D suppose the molecules to be 
in the centre of its free motion, whilst at c the molecules have rotated 
to zero, as they are prevented from further rotation by being at the 
extreme end of its free motion. 

If, now, we hold the rod vertically, as at o, giving neutrality, and 
give a few slight blows with a wooden mallet to its upper extremity, 
we can give just the amount of freedom required for it to produce 
evident polarity, and we then have equal polarity, no matter which 
end of the bar is below, the centre of its free rotation here being per- 
fect, and the rod perfectly neutral longitudinally when held east and 
west. If, on the other hand, we have given too much freedom by 
repeated blows of the mallet, its centre of free motion becomes in- 
clined with the molecules, and we arrive at its first condition, except 
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that it is now neutral at D, and polarised at o. From this it will be 
seen that we can adjust this centre of action, by vibrations or blows, 
to any point within the external directing influence. 

We can perceive this effect of free rotation in a limited space in all 
classes of iron and steel, being far greater in soft Swedish iron than in 
hard iron or steel. A similar phenomenon takes place if we magne- 
tise a rod held vertically in the direction of earth’s magnetism. It 
then gives greater polarity than if magnetised east or west, and if 
magneti in a cont sense to earth’s magnetism it is very 
feebly magnetised, or, if the rod is perfectly soft, it becomes 
neutral after strong magnetisation. This property of compara- 
tive freedom, and the rotation of its centre of action, can 
be demonstrated in a variety of ways. One remarkable example 
of it consists in the telephone. those who are thoroughly 
acquainted with electro-magnetism, and know that it requires 
measurable time to c an electro-magnet to saturation (about 
+ of a second for those employed in telegraphy), were surprised that 
the telephone could follow the slightest change of timbre, requiring 
almost innumerable changes of force per second. I believe the free 
rotation I have spoken of through a limited range explains its re- 
markable sensitiveness and rapidity of action, and, according to this 
view, it would also explain why loud-sounding telephones can never 
repeat all the delicacy of timbre that is easily done with those only 
requiring a force comprised in the critical limits of its free rotation. 
This property, I have found, has a distinct critical value for each class 
of iron, and I propose soon to publish researches upon the molecular 
construction of steel and iron, in which I have made use of this very 
property as a guide to the quality of the iron itself. 

he elastic rotation (in a limited space) of a molecule differs 
entirely from that known as mechanical elasticity. In perfectly soft 
iron we have feeble mechanical elasticity, whilst in tempered steel we 
have that elasticity at its maximum. The contrary takes place as 
regards molecular elasticity. In tempered steel the molecules are 
extremely rigid, and in soft iron its molecular elasticity is at its 
maximum. Its free motion differs entirely from that given it by 
torsion or stress. We may assume that a molecule is surrounded 
continuous ether, more of the nature of a jelly than that of a gas: 
in such a medium a molecule might freely vibrate through small arcs, 
but a rotation extending beyond its critical limit would involve a much 
greater expenditure of force. 

The discovery of this comparatively free rotation of molecules, by 
means of which, as I have shown, we can (without in any degree dis- 
turbing the external mechanical elasticity of the mass) change the 
axes of their free motion in any direction desired, has led me into a 
series of researches which have only indirectly any relation with the 
theory of magnetism. I was extremely desirous, | — of findin 
an experimental evidence which in itself should demonstrate 
portions of the theory, and the following experiment, I believe, 
answers this purpose. 

Let us take a square soft iron rod, five millimétres in diameter by 
30 or more centimétres in length, and force the molecules, by aid of 
blows from a wooden mallet, as previously described, to have their 
centres of free motion in one direction, the rod will (as already 
shown) have polarity at both ends, when held vertically ; but if re- 
versed both ends become completely neutral. 

If now we turn the rod to its first position, in which it shows 
strong polarity, and magnetise it whilst held vertically, by drawing 
the north pole of a sufficiently powerful permanent magnet from its 
upper to its lower extremity, we find that this rod, instead of having 
south polarity at its lower portion as we should expect from the 
direction of the magnetisation, is completely neutral at both ex- 
tremities ; but if we reverse the rod its fullest free powers of magne- 
tisation now appear in the position where it was previously neutral. 
Thus, by magnetisation, we have completely rotated its free path of 
action, and find that we can rotate this path as desired in any direc- 
tion by the application of a sufficient directing power. 

If we take a rod as described, with its polarities evident when held 
vertically, and its neutrality also evident when its ends are reversed 
in the same magnetic field, we find that its polarity is equal at both 
ends, and that it is in every way symmetrical with a perfect magnet. 
the ends and take * its condition 

ugh each degree of arc passed over, we an symmetrical 
diminution of evident external polarity until we salts at neutrality, 
when it has no external trace of inherent polarity ; but its inherent 
polarity at once becomes evident by a simple return to its former 
position. Thus the rod has passed through all the changes from polarity 
to neutrality, and from neutrality to polarity, and these changes have 
taken place with complete symmetry. 

The limits of this paper do not allow me to speak of the numerous 
theoretical evidences as shown by the use of my induction balance. 
I believe, however, that I have cited already experimental evidences 
to show that what has been attributed to coercive force is really due 
to molecular freedom or rigidity ; that in inherent molecular polarity 
we have a fact admitted by Coulomb, Poisson, Ampére, De la Rive, 
Weber, Du Moncel, Wiedemann, and Maxwell; and that we have 
also experimental evidence of molecularrotation and of thesymmetrical 
character of polarity and neutrality. 

The experiments which I have brought forward in this paper, in 
addition to those mentioned in my paper read before the Royal 
Society, will, I GE a me in having advanced a theory of 
magnetism which ieve in every portion allows at least experi- 
mental evidences of its probable truth. 


Physical Society—May 26th. 

Proressor CztrroN in the chair. 
Me. G. Gnrrrrr read a paper ‘On the Graphical Representation 
of Musical Intervals,“ in which he gave an account of previous 
attempts to represent musical intervals in a graphical manner, and 
exhibited an enlargement of a diagram published by Dr. Pole in 
Sir F. Ouseley’s ‘Treatise on Harmony.” In this diagram the 


musical intervals contained in one octave are represented by the 
differences between the logarithms of the vibration numbers f 
them. Mr. Griffith proposes to apply the me ge to the whole 


musical scale. the lines used in o ry music he inserts 
a faint line between these at unequal distances to re t the tones 
and semi-tones. Several were exhibited in which this 


principle was applied to the representation of intervals to the sequence 
of the keys in the major diatonic scale and to actual music. 

Mr. W. G. Braxezy and Dr. Corrm considered that it would be a 
great help to students to have the method proposed. Mr. BLaxery 
considered that it combined the advantages of the Tonic Sol-fa and 
ordinary notation. Dr. Corrix thought that it might become generally 


A paper, by De. J. Frzmme, on a Phenomenon of Molecular 
Radiation in Incandescenve Lamps.“ When the carbon filament in 
an Edison lamp volatilises the vapour is condensed on the glass in 
a cloud. When the per electrode is volatilised the copper is 
likewise deposited, but there is a bare space or line left on the glass 
in the plane of the filament, forming, as it were, a shadow of the 
filament. Dr. Fiemme explains this on the supposition that the 
copper particles are thrown off in straight lines, as in a Crookes’ 
vacuum. This shadow is not noticed in the carbon deposits. Dr. 
FiLemine also remarks that the colour of a thin copper conch is the 
same as a thin layer of gold in transmitted light. 

Mr. W. Baur read a paper On an Illustration on the Crossing 
of Rays.“ He took the case of three rays of homogeneous light of 
the same intensity and parallel to one plane, and polarised so that 
the vibrations were also parallel to the plane, and he exhibited and 
explained diagrams showing the motion which would occur under 
the circumstances. Prof. F. Gururre exhibited one of Cheadin’s 

lates, bearing a striking resemblance to one of these figures. Mr. 
Baux thought the analogy might be a real one. 

Prof. Cirrton descri an improvement which he had made in 
the glass insulating stem he had exhibited to the Society on a former 
occasion. This stem had a glass cup grey it, and of a piece 
with the stem. Sulphuric acid was put into the cup. The new 
pattern had a hole formed into the bottom of the cup, and the upper 
ra the stem fitted into this hole like a stopper. It could then 

removed at will, and the acid renewed. f. Ayrton stated 
that he had used a similar 9 for nearly two years, a 
narrow necked glass bottle taking the place of the cup. 
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CORRESPONDENCE. 


Incandescence Lamps. 


Permit me to say that you appear somewhat to have misunderstood 
my remarks in your last week’s issue. My contention is wm À this, 
that as a matter of fact the average incandescence of Swan lamps in 
actual practice is not higher than that of Edison lamps, although 
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been arising 
from the rapid destruction of carbons. I adhere to my belief tha 

the Swan lamp has not proved itself to be more economical than the 
Edison, taking into account the cost of power and renewals, and as- 
suming the price of the two lamps to be equal. Indeed, so far as 
comparative tests which have been made public are concerned, the 
advantage is decidedly in favour of the Edison lamp. It may be very 
well to speak of ten ps of 20 candles per indicated H. P., or r 
effective H. P., on paper; but I am afraid Mr. Crompton will 

the consumption of coal or gas will not work out to this figure. If 
he gets ten — he will not get 20 candles actual, and if he gets 
20 candles he not get ten lamps with an average life of 1,000 to 
1,200 hours each. 


Continuous Current. 


Tests of Incandescent Lamps. 


In to your note attached to my letter of the 12th May, 
and which, owing to my absence from London, I have been unab 
to reply to before, I have pleasure in stating that the instruments 
used in making the tests were an Ayrton and Perry voltmeter, freshly 
calibrated, and Sir William Thomson’s 1 — current galvano- 
meter ; these instruments are tested and checked from time to time 
with a Siemens voltmeter and Siemens dynamometer. The candle- 
2 was taken with a Rumford photometer, so that the tests can 

taken as correct, and have been verified ep 

In 7 to Mr. F. H. Varley’s letter on the same subject, in your 
issue of the 26th May, I have had the resistance of these lamps 
taken when cold, and also when burning at 20 candle-power, by 
Crookes’ Wheatstone bridge method. two lamps, taken at 
random from the special batch of 15 tested before, give :— 


Resistance at 20 candle- 
cold. power, 
100 ohms 47°0 ohms 
46°5 „ 


This would make the current by calculation 1°04 and 1°05 ampères 
respectively. The tests showed the current to be 1°05 ampéres; the 
resistance tests therefore entirely confirms the original current 


Mr. Varley’s constant 55 should with these Gatehouse lamps be 
changed to °475; bably, however, this latter constant would 
uire to be al for other Gatehouse lamps. 
erhaps there are other of your readers interested in incandescent 
12 who can tell us of similar advances; it ap to me that 
15 lamps of 20 candle-power for about one electrical H. P., each lamp 
taking only 50 watts, is a decided advance, and will materially 
reduce the cost of incandescent lighting. 
I hear from Messrs. Woodhouse & Rawson that they have recently 
made incandescent 2 which give 20 candle- power with about 60 
watts. This result, although very excellent, is not so good as I 


have shown. 
Henry F. Joel, C. E. 
London, 644 June, 1883. 


Secondary v. Primary Batteries for Temporary Electric 
Light Installations. 


I read in your last issue an article upon primary batteries, but 
t that I cannot agree with the substance of it. 

c has not yet been replaced by a cheaper substance in primary 
batteries, and as long as it is used they can never, even for temporary 
installations, become useful sources of energy, either for lighting or 
power. 

From my own experience in temporary lighting I have ‘found 
nothing better than secondary batteries, though 1 was once, like 
many others, a sceptic; but since I have used them, and seen them 
efficient even after twelve months’ use, I am certain that they cannot 
be excelled by any other method of producing electricity for temporary 
lighting or power. I have made several temporary installations in 
electric lighting by means of the Faure-Sellon-Volckmar accumu- 
lators ; for example, on the occasion of a ball at a private house in 
Pembridge Crescent, Bayswater, where a marquee was brilliantly 
lighted by incandescent ps, the power being furnished by thirty 
1 horse-power accum r cells which were lent at a reasonable 
charge by the Electrical Power Storage Company. These cells were 
fixed and the leads and lamps arranged in a few hours, and were 
quite out of sight in the garden; although if there had been room 
they need not have been removed from the cart which brought them. 
The M of the cells and the cartage cost but a few shillings, 
whereas in the case of primary batteries I am confident that it would 
have cost as many pounds. 

The light was perfectly maintained for ten hours, and there was 
still a residue of energy sufficient to have furnished another hour of 
good light had it been required. 

The accumulators and all the apparatus, wires, &c., were away by 
ten o’clock on the following morning, and I do not think that a 
en installation could be managed better or cheaper. 

Œ own experience has proved to me that the accumulators made 
by the Electrical Power Storage Company are a really good commer- 
cial article, the only disadvantage attending their use being the high 


— 


price of the cells. Many users of light and power would make use of 
accumulators if they were within means, but this will, I hope, 
be modified in time. 

G. Binswanger. 


29, Aldermanbury, E.C., June 6th, 1883. 


Ayrton and Perry’s Motor. 

At the last Cantor lecture this season I exhibited to the Society of 
Arts a compact 4-horse’’ motor which Profs. Ayrton and Perry had 
been good enough to lend, applying to it an E. M. F. of about 60 
volts from 29 Faure-Sellon- Volc cells, but I was able to stop the 
motor with one hand. This apparent failure of the machine was 
due to a resistance coil which been added to it in order to prevent 
its racing itself to pieces when it was doing no work. By some over- 
sight I had not been informed of the existence of this resistance, and 
consequently I did not remove it when testing the power of the 
machine. Under these circumstances it is not surprising that it 
refused to work as well as the De Méritens motor, which no such 
artificial obstruction between it and the battery. I think it only fair 
to the patentees of the motor to make this explanation of an occur- 
rence which they fear might otherwise have a damaging effect. | 

Oliver J. Lodge. 

University College, Liverpool, 

May 30th, 1883. 


Electric Lighting. 

In reading over the particulars for the lighting of portions of the 
municipal buildings, Leeds, I notice that The tenders must provide 
for the employment of the Crompton-Biirgin dynamo-machines for 
both the arc and incandescent lamp +e À 

Would it not be well if you were to attention to this most 
absurb stipulation in your valuable journal? Surely one ought to 
choose his own d o to suit his own purpose. I have tried a 
number of experiments with Biirgin machines, and do not think 
they are anything like so efficient as the Gramme or Siemens. 
Mechanically the Biirgin machine is very good, but electrically it is 
not efficient, as it takes far too much driving.“ 

For some time past I have had a 4 H. P. n 
Marshall & Sons, which I used for experimenting. I can only wor 
four or five of my lamps from a Bürgin machine (B) with 80 lbs. of 
steam pressure (five at the most), but I can do eight lamps of equal 
candle-power from the same engine with 70 to 80 Ibs. of steam. 
the gr — — only the 

ürgin. ve more hot bearings in my Bürgin 
machines than in my Grammes. 
Charles Lever. 


May 28th, 1883. 


. Lever was perfectly right in calling attention to the stipulation 
— lighting of Leeds.* An esteemed 
contemporary commented on this matter in the following terms :— 

„It is certain that neither Messrs. Siemens Bros., the Edison, or 
the Brush Companies will entertain this proposition, and enter upon 
a risky contract for the pre of pushing the machines of a rival 
manufacturer. . We think that the committee has been ill advised 
in thus rejecting the generators of other firms whose reputation in 
that branch stands at least as high as that of the Swan United.” 

These remarks may have had some effect on the Leeds committee. 

Mr. Lever’s experience with the machines quoted may not be that 
of others, but in the absence of really authoritative tests, it is scarcely 
politic for us to express an opinion.—Eps. Exzc. Rkv.] 


The time is drawing near when the various ae fu for public 
favour in electric lighting will either be accepted by the Board of 
Trade under Provisional Orders, or have the licences accorded by the 
local authorities confirmed by the presiding power at Whitehall. It 
may therefore be well to pass in review the operations contemplated 
by, and results likely to proceed from the two courses which lay open 
to the companies engaged in lighting by the new method. 

Under the ‘‘ Act’”’ there are three plans :— 

= A parish or local authority can apply for a licence for them- 
selves. 

2nd. Parishes or local boards can grant to a company permission to 
apply for a licence. 

3rd. An electric company can apply to the Board of Trade for 
Provisional Orders. 

The lst and 2nd methods are the legitimate modes of 8 
the 3rd I venture to consider irregular, and the Board of Trade in 
framing the Act went too far in advance of science. There is no 
doubt that to proceed by application for a licence was the right course 
for the companies to adopt, leading the vestries by silk, not employing 
the halter.“ 

In many instances vestries and boards are greatly dis and 
annoyed at the action of certain light companies, and will doubtless 
offer strenuous opposition to the introduction of ‘‘ compulsory orders.“ 
At the same time many of the vestries are to blame for putting off 
until the last moment their decision regarding applications for licences, 
thereby allowing those companies proceeding on the lines of Provi- 
sional Orders to have advantages accorded to them which they never 
should have had. 

The conduct of some of the light companies has also been highly 
reprehensible. Before the Act was an hour old some of these 
companies had scheduled London under Provisional Orders, knowing 
that they had neither the system,“ nor the means for carrying out 
one tithe of what, in their greed, they were desirous of undertaking. 

One of the arguments brought by companiesapplying for Provisional 
Orders against those who thought right to — a licence, is, that the 
latter are not warranted in — or same on the short tenure of 


* See our “Notes” columns of last week; 


— 


[JUNE 9, 1888. 


| 
owing to the form given to the carbon it appears to be so. This can 
| be readily verified by examining the carbons of the respective ee 
when burning through a piece of cardboard, with a slit allowing only 
| about one-eighth or one quarter of an inch of luminous carbon to be 
| visible at once. Of course the — the incandescence the more 
economical the light production; but after a certain brilliancy has — ˙½-ʃ- —— 
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seven years; to this I would remark, if a company, under a licence, 
do their work efficiently, and to the satisfaction of the Board, the 
renewal of that licence is all but a certainty, whereas, a company 
obtaining Provisional Orders, though nominally, their lease is twenty - 
one years, inability to orm the work undertaken, to the satisfac- 
tion of the 2 necessitate their expulsion in two years. 
Viewed therefore in all its bearings, I consider the licence as before 
said, the proper and legitimate application to make, more commercial, 
and more to the benefit of both Local Authorities and Electric Light 
Companies, enabling the former at the * * of the term to 
and arrange for the improvements which must necessarily follow, 
the latter, to modify the terms which they undoubtedly will be able 
before long to do, as the price of materials necessary for carrying out 
electric Tigh ing in all its varied branches, cannot, as before said, fail 
to become considerably reduced in cost. 

In conclusion I may remark, that up to the present time, the onl 
% company of note“ that has applied for a licence is the one whi 
first made electric lighting practical, and which has for years con- 
ducted lighting, both public and private, to the satisfaction of all 
those who have tried it and who have never, as far as I can learn, had 
the m' turned out where once installed. This company’s 
action in the matter of licences proves the soundness of its views and 
the business-like lines along which it has always endeavoured to move. 


Electron. 
May 28th, 1883. 


“The Ablest Electricians Living To-day.” 


J hasten to ask that you will afford a much-needed consolation by 

ving an assurance—in | that Sir William Thomson, 

„Professor S. P. Thompson, Robert 

0 ens, W. H. Preece, Willoughby Smith, Sir 

Charles Bright, Professors Ayrton and Perry Graves, 

Latimer Clark, Edward on Graham Bell, C. F. Brush, 
and Robert i 


4 , | 

le eno to show he i and Fi ust splutter, 

ary hey — — — — hone be 

any left, after that one annihilating sentence of i Bia. 
| Not One of the Ablest. 


Metal Microphones. 


Will you kindly allow us to show that Mr. Munro is mistaken in 
more than one sense when he says that we did not even dream that 
Edison patented in 1880 the use of the very metals for micro- 
pes contacts which we name in our own specification of March 4, 
NN ’s specification and of our own will 

ow :— 

1. That Edison has not patented the use of the very metals we 


mentioned ourselves.“ 


2. That we were acquainted with Edison's specification when we 
drew up our own. 

The provisional specification of this 1880 (No. 5, 113) patent of Mr. 
Edison’s is a most remarkable composition, and looks very much like 
an attempt to — both what had already been invented by others 
and what would still have to be invented by others. 

It must be evident to any electrical r of this provisional speci- 
fication that Mr. Edison never could have wasted his time in mould- 
ing sticks of ‘‘ powdered borax (sic ), or buttons of ‘* powdered 
eubium,’’ or, again, discs of ‘‘ powdered glucinum,”’ to form his ten- 
sion-regulators, and that this most formidable list of some hundreds of 
substances (necessarily including the names of the very metals 
we mention in our own 2 is almost entirely of a speculative 
nature. At all events, Mr. Edison did not perpetrate it again in 
his final specification, but confined himself to sticks and buttons of 


carbon. 

It will be found that we referred to Edison’s sticks and buttons 
moulded from powdered metals and metalloids in our patent of 
March 4, 1882, and pointed out the difference between our contacts 
and Mr. Edison’s. 

This or gg ee does not arise from any desire on our part to be 
consi the first and only successful workers in the direction of 
elementary metal microphones. 

On the contrary, we beg here to mention that at the very same 
time when we experimented with tellurium in this . E. 
H. Johnson did the same thing in America, and even filed a patent 
for a tellurium transmitter some two months before we did. The 
nature of Mr. Johnson's transmitter was, however, still a secret 
when we had sealed our patent, and when Mr. Johnson allowed his 
patent to lapse, ours was not affected by the priority of his. 

Mr. Munro is quite right when he thinks that the fibrous vibrator 
which we use in our metal poner transmitter has a good deal to 
do with the successful working of the latter. 

Indeed, it was not until we abandoned tympans and diaphragms 
and reduced the amplitude of vibration, that we succeeded with the 


metal transmitter. 7 
| M. Theiler. 
London, May 29th, 1883. 


Why Cable Companies don’t pay. 


When the immortal Shakspeare penned these words: I'll put a 


girdle round about the Earth in forty minutes,’’ he had an idea that 


such prophetic words would in the nineteenth — a fait 
accompli, but we think he would have hesitated in ing this asser- 
tion if he could have studied the consequences and the cost. But the 
melancholy picture presented by their chairman on the 23rd ultimo, 
to the shareholders of the West India and Panama Company must 
have had a very depressing effect upon the most inveterate dabbler 
in cable shares, and there must have, in our opinion, been few indeed 
who left the Cannon Street Hotel with a blessing on this ‘‘ Girdle of 
the Earth.“ The chairman was lavish in his lamentations in respect 
of the company’s affairs and gave three very good reasons for the 
„ of this unfortunate undertaking. The capital seems to have 

subscribed through a rose - coloured or garbled ; the 
colonists seem not to sympathise with the company in their disinter- 
ested endeavours to please them, and Lord Derby, as ColonialSecretary, 
treats the {rem of directors with courtesy but does not hold out 
any hope of being able to ameliorate the present unenviable ion 
to which the shareholders have now to submit. No doubt Mr. Earle 


Now that the chairman of the West India and Panama Company 
has shown by the light of his electric knowledge some of the causes 
which have contributed to the troubles of his company, the present 
time may be opportune for saying a few words upon the misfortunes 
of cable companies generally and why cable companies don't 


Pee deal with ab initio it will be necessary to lay it 
down as an axiom ‘‘ that submarine cables are not laid generally to 
meet any pressing or public want.“ There are such enterprises 
known as cable manuf ing companies, some of which, through 
their success in one or two ventures, have been enabled to pay high 


gen 
financial position inspire dence in the ‘‘ widow and orphan, 
ich has become a stock phrase with the — — 
of companies, and these gentlemen become direc tors of the company. 
So far so good, for these gentlemen who have been induced to take a 
seat at the board must themselves in inducing their friends, 
generally relatives, to take and the p of the concern 
seem beyond question, seeing that Lord So-and-So and Sir Somebod 
are included in the directorate. Then comes the highly-colo 
ene It gives the population of the country or district to 
which the ters of the company purpose giving the and 
civilising blessing of cable communication, and after stating, for the 
information of doubting dupes, the resources of that | of the 
world—it matters not where—they give figures which show that if 
80 many persons ge it would 
be equivalent to a dividend of at twenty per cent., which 
doubtless would be largely augmented as the resources of the country 
became better known ! This is another great enticement to a man 
who has put past a little of his hard-earned savings to invest them 
in a new cable scheme. He reads in the prospectus that the con- 
tractors for the cable have taken two or three hundred thousand 
unds in shares in the new company as part payment for the manu- 
acture and laying of the cable, as 1 that they have every 
confidence in the undertaking. egraph investors, do not be 
deceived. Whenevera cable manufacturing company accept shares 
in part payment, depend upon it that the shareholders have ulti- 
mately to pay much more than the cable is really worth. If our 
principal submarine cables had heen paid for in cash, there are few 
of them which might not now be earning an honest dividend for 
their shareholders. We now assume that the cable has been laid and 
has been working satisfactorily for a year or two. The shareholders 
now begin to look with an anxious eye for the twenty per cent. 
dividend which occupied so prominent a position in the prospectus, 
but which now is conspicuous by its absence. The shareholders are 
called together and the directors will tell them the reasons why their 
expectations have not been realised. will be told that the fall- 
ing off in the receipts is caused through the dullness, perhaps, in the 
dried meat trade, or that the crops have been destroyed ugh a 
that the cable has frequently been 
interrupted through fish-bites. The explanation is considered satis- 
factory, and the shareholders who came to the meeting to curse go 
home to pray for better luck next time. Now it becomes apparent 
to those who com the Telegraph ring, that there is little 
chance of any dividend on the ordinary shares, and the directors are 
strongly advised to issue debentures on preference shares, and these 
are chiefly taken up by friends of the board and the contractors, who 
thus obtain a real security not unfrequently br exchanging the ordin- 
ary shares, t 
that within the last ten years 


visitation of locust, or 


uponevery new scheme as a veritable Eldorado. If investors must 
have RES shares they should be careful that the directors are 
gentlemen who have a direct interest in the undertaking, and not 
others, for no matter who should be sent empty away, the professional 
director must find a modus vivendi. 

Argentina. 


and his colleagues on the Board of Direction have large sympathies 
1 with the shareholders, but unfortunately their commiseration failed 
to take a tangible form and they were not prepared to forego any 
| portion of their fees towards paying a small, a very small dividend, 
| or even to pe ren a deserving charity which might be named the 
‘6 Ruined Shareholders’ Relief Fund.’’ 
| — 
tricians, are really ‘LrvING ro-Dax,“ as otherwise, from Mr. N. having expended large sums on plant, and having a my staff of 
de Kabath’s letter, which you published the week before last, many — and men 383 — ae ee new fields as Gui re" 
might mourn their loss, seeing that it is that they have all gone Pita; blo * soda * 
over to the great majority, and left but Messrs. Weston and Maxim * Havi » be th submerged t hi ch i | 
‘‘ the ablest electricians—tiving to- da. employed. Having 0 © necessary concession, wahich is not 
x — : always obtainable without considerable expense, a few names must 
be got together, especially those who know nothing of telegraph | 
| 
| 
| 
| 
| 
| | 
1 | 
| 
| | 
| 
| 
| 
| 
| 
capital lost, and in several cases the capital of the D ren as been | 
depreciated fifty or even more than fifty per cent. investors were 
a little more conversant with the mysteries of telegraph management 
would abstain from cable stock instead of 


— 


— — 


- where to find a description (if possible an illustrated one 
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The Telephone. 
. Can you, or some of the readers of N22 
e 
Lockwood, Bartlett and Barney telephonic apparatus? I don’t 
remember to have seen it in your numbers. 1. w. 


Delft, May 22nd, 1883. 

i Exxorntcat Revrew, p. 358, Sept. 15th, 1881; p. 364, Nov. 4th, 
1882 ; p. 408, June 3rd, 1882; and p. 324, Oct. 21st, 1882. Es. 
ELEc. .] 


The Maxim-Weston Electric Light Company. 

Kindly allow me to refer to the account, published in your issue of 
the 26th, of the last general meeting of the Maxim-Weston Electric 
Company, and to Mr. Hugh Watt’s characteristic statement that the 
late secretary of the company (myself) had furnished him, in a letter 
dated July 10th, with notion on which he based certain extraor- 
dinary ealoulations of profit and loss which he had made in a 
cire he had recently issued to some of the shareholders of the 
company, and which calculations—and also the circular itself —were 
repudiated by the chairman on behalf of himself and the rest of the 
board of directors. | N 

I only wish to say that the figures given by Mr. Watt are absurd, 
impossible, and untrue, and cannot therefore ery | based upon 
any information to him even so long ago as July 10th, 


F. H. Landon. 
Woodford Wells, Essex, May 28¢h, 1883. | RATE 


example may be of interest. The bridge employéd was of the half- 
aly ¢ platinum of 71 mm. 


The test was therefore taken by the ordinary bridge method (devised 
by Mr. J. J. Fahie) and the E. M. F. of the five cells (x) found to be 
10°88 volts and their resistance (pv) 22°7 ohms. From the data thus 
obtained it could be readily seen why the slide-wire test was impos- 
sible in this case. 

First, let the 4 resistance (r) be nil, then the potential at 
the ety pole of the larger battery, which must be made equal to 
the E. M. F. of the standard (e = 1°079 volts) in order to get a 
balance, would be— 


E 
P+ 
where n = resistance of slide-wire. 
Thus equilibrium is not obtained, and it is evident cannot be 
— any increase of r, since by its addition the difference of 
poten 


* vol 
| prarr 
a result, of course, less than the former. 
The conditions necessary to obtain the balance would be- 


mae PT? volts (p being constant), 


p == ohms being constant), 


which is impossible for one or u cells in series. 

Or again, a standard cell of lower E.M.F. could be used ; or better 
still, a resistance added to the slide-wire which, per se, having so low 
a resistance, has not sufficient difference of potential between its ter- 
minals to balance the standard. It would, however, be necessary to 
express this added resistance in terms of the length of the slide-wire 
(by Hockin’s method, or proportion). This latter method I tried 
and obtained the balance, but the resistance necessary in each case 
was below 2 ohms, an objection in battery tests. In the ordinary 
metre form of bridge, in which the wire is generally of German 
silver and about 14 mm. diameter, its resistance would be even lower 
(about · 12 ohm). 

On the other hand, I find (with Mr. Purnell) that the same method 
adapted to any ordinary resistance box or bridge (by Mr. Fahie) is 


very rapid and reliable. 
| H. D. Wilkinson. 
School of Electrical 2 , 12, Prince’s Street, 
Hanover Square, y. 


Secondary Generators. 

Having some experience in working a system of my own for pro- 
ducing lights in vacuo by means of secondary currents, I should wish 
to notice a few interesting experiments which far to show the 
À of currents applied to lighting; I 

, therefore, sim scri e experiments, the results speak 

In the first case I used a Siemens alternate current dynamo, p, in 
fig. 1, with its exciter. This was coupled up direct through ten or 
twelve „L, lamps, and through a large induction coil, 1, so that 
all the current pas first through the lamps then through the 
primary wire of the induction coil. PAIE. 2 

„This induction coil had a movable core, and when the dynamo was 
staxted and the current turned on for the first experiment, the core 
was out of the coil altogether. The Maxim lamps were then brilliantly 


incandescent. ~ The speed of the dynamo was now taken and found to 


be 700 rev. per min. 


8,7, fig. 1. In the first e 
bu 


Now the core of the coil was inserted gradually into the coil, and 
as more and more of the core entered the coil the incandescence of the 
Maxim lamps became less and less until finally, when all the core was 
in its place, the Maxim lamps gave no light at all, yet the dynamo still 
ran at 700 per minute. 

The insertion of the core evidently set up a counter E.M.F. to 
the E.M.F. of the d o, and thus reduced the current. For this 
reason it is impossible to obtain a current from an alternate current 
dynamo through electro-magnets. I CE up this alternate 
current dynamo to the field-magnets of a large dynamo, and although 
the alternate current dynamo was powerfully excited and ing at 
800 revolutions 2 minute, the current which it could produce 
through the field-magnet coils (the total resistance of which was 
under 2°5 ohms) was too small to be measured. 

This is all well-known perhaps, but it does not seem to be remem- 
bered sometimes in with alternate currents. However, we 
may assert that a counter E.M.F. is set up in a coil of wire i 
an alternate current and wound upon an iron core, and this E.M.F. 
is proportionate to the size of the iron core and the length of wire in 
jes to regulate the strength of alternate 

. Hopkinson pro to re 0 cur- 

ts b this — He takes a Gramme ring 2 

core an the ends of the sections of wire so that he can 

introduce more or less of it into the circuit. Evidently regulation 

could be obtained by sliding a core out or into a coil of wire in circuit. 

One great advantage such methods of regulation have over all others 
—they do not waste energy. 

The next experiment was to join the ends of the secondary wire, 
riment the secondary wire had been idle, 
t in this second experiment everything remained the same as in 
fig. 1, the core being out and the ends of the secondary wire joined 
directly together. On running the dynamo now at 700 the Maxim 
lamps were again brilliantly incandescent, and on introducing the core 
they were but very slightly reduced in brilliancy. 

Evidently the joining of the secondary wire terminals had a 
powerful effect, as was shown to be the case upon breaking the secondary 
circuit when the Maxim lamps became a dull red, giving no light, and thus 
by merely making the secondary circuit I could turn up the light to 
brilliancy, and by breaking the secondary circuit I could turn the 
lights down to a dull red. 


This 2 — shows very clearly the action of secondary gene- 
rators, an utifull — the faet that secondary generators 
have a counter E.M.F. set up in their primary circuit, and that the 
secondary currents generated in the secondary wire of sueh generators 
their turn neutralises this counter E. M. F. 

Now these phenomena indicate a vast objection—or, rather, obstacle 
—in the way of the distribution of electric lights by 1 
generators, because, although the main current is beyond the 
of the hand, or of any instrument, it can be redu to nothing or 
increased to its maximum without in any way interfering with the 
wires or coils conveying it. 

Suppose a series of seven secondary generators in series (fig. 2), an 
alternate dynamo, p, sends current through the primary wires of 
each generator, and all the secondary wires to be open circuit; in 
this case the counter E. M. F. would be so great that very little cur. 
rent would pass through the series. Now join up, a, generator 


o 
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FIG. . 
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secondary wire, so that the induced current goes through and lights, 
say, three Swan lamps, the current in the whole circuit will be in- 
creased, because the counter E. M. F. due to the generator, a, will be 
neutralised by the secondary current now flowing in its secondary. 
wire. 

Now join up the secondary circuit of à through three Swan lamps, 
the current in the whole primary circuit will again be increased, 
because the counter E. M. F. of à will now be neutralised, and so on. 
Every generator’s secondary circuit on being closed would affect the 
current in all the others, and this without any metallic or other con- 
nection whatever between the several secondary wires or between the 
secondary and primary wires. N 

In parallel arc, however, the secondary generator is a beautiful 
self-governing system of distribution; but what about the size of 
conductors for such a system? Prodigious ! 

Electrician. 
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Electrical Measurements. | 
Referring to the correspondence in your columns N March 10th, 
May 5th and 19th) on the measurement of the E.M.F. and resistance 
of a battery in one operation by the metre bridge, a numerical 
and five Fuller's were to be measured. The adjustable resistance in 
| the branch was varied from 0 to , but no balance could be obtained. 
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(LATE EDWARD PATERSON), 


ELECTRIC LIGHT & POWER & TELEPHONE ENGINEERS. 


St. Paul’s Works—76, LITTLE BRITAIN, LONDON, E.0, and 


|. European Telegraph Worms -FOWNALL RCAD, DALSECN. 
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DYNAMO’ MACHINES “ARC” LAMPS: 


AND ALL FITTINGS nee 


MAKERS. | OF FRIC CURRENT 
| Eidsforth’s FER Cali Belly 
| R. E. Switches. Electric Siguats. 
1 SPECIAL ELECTRICAL. TEST INSTRUMENTS FOR "EL ECTRIC  COMPANTES 
| (Notice is hereby gives that Mesers.. Ayrton & Perry are not for the future respar inutruments music by 
aud thai we ourselres alone raarestec — ac carne; of euch Instr. ame suis.) 
“ELECTRIC LIGHT LEADS, GUTTA-PERCHA, -INDIA-AUBSER COMPOUND BRAIDE D 
| COTTON, SILK- COVERED: WIRES. 


32 WIRES FOR OYNAMO MACHINES, 


WIRES, , Se. WULTIPLE, AERIAL, AND SUBTERRANEAN: CABLE WIRES 


SPECIAL WIRES FOR iNCANDESCE! 


PHILLIPS BROS., 

ELECTRICAL WIRE MANUFACTURERS, 
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TELE GRAPH. ENGINEERS MANUFACTURERS 


Arial. 


Rasistanse and Galvancmeters, ern, Teatiog Instruments, de. 


LEDHATED LOULANOME A PTERY, which Das rurcrved the moet fovourahle reports from Postal 
rarh Authorities and other em Ex core, and tx bow in gotieral use D Post and 
Er and Centivents! EKaliweys. “a ery au re 0 it ts 
eber kinds of Batteries alec Calla. Platon, £4. 


Porveloiz, Brownware, 
or ner ron RAY. WAY BLOCE-SIGHALLING. 


SEMAPHORE REPEATERS, “LIGHT” INDIGATORS. AND WALKERS.” PASBEHCER AND GUARD” COMBUNIOATOR. 
SULEGRAPH STORES AND APPARATUS OF BVMEY 


20 R DO AFPPA RA TUS. 
PHR INDIA RUBEBER GUTITA-PEACEA, AND 3 BL EGRAPH WORKS OOMPANY {Limited) are ond 
of a Onmpista of Torpadom for and Coan Dunes una of the 
VERTOW N PA T ENT FIRING BATTERY. 
A Geastent Battery for Mining and Bissiing 
CONTEACTS ERTERED INTO for fee SUPPLY, OONSTERUCTION, mad MAINTENANCE of LINSS, 
Jr · A ⁵ 


VULC ANISE D IND IA RUB BER. 


Vatves, Sheet, Buffers, Springs, Washers, WE ee! Cord, rubing, and Door anda 
3 Mats. | | 
RUBBER AND CANVAS SUCTION DSLIVERY HOSE. 
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India Rubber and Canvas Steam . Pao Ring~Roun d, Square, and Sheet. 


INDIA RUBBER MACHINE DRIVING BANDS. 


WATERPROOF GARMENTS AND FABRICS: 


Coats, Capes, Leggings. Hatz, Helmets, Wrapper, Diving Balt, b. for Hospitals, Water and Air Proof Beds, 
| 


Pillows, Cushioné, Ros Baths, Lifo Belts Bags. 
EBONITE. 
Not affecied by Vinegar or Hyirochloric or Acetic Acid. 
Speaking Tubes, Mouthrteves. Sheet and Rod. 
‘Photographies Artisica. | Battery Celis. | Surgical Appliances. 


GOTTA- PERCHA. 
Belting, Buckets, for tuning, es. 
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